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Telephony By Pulse Code Modulation* 
By W. M. Goodall 


An experiment in transmitting speech by Pulse Code Modulation, or PCM, 
is described in this paper. Each sample amplitude of a pulse amplitude modula- 
tion or PAM signal is transmitted by. a code group of ON-OFF pulses. 2" 
amplitude values can be represented by an -digit binary number code. For a 
nominal 4 kc. speech band these n ON-OFF pulses are transmitted 8000 times a 
second. Experimental equipment for coding the PAM pulses at the transmitter 
and decoding the PCM pulses at the receiver is described. Experiments with 
this equipment indicate that a three-unit code appears to be necessary for a 
minimum grade of circuit, while a six- or seven-unit code will provide good 
quality. 


INTRODUCTION 


HIS paper describes an experiment in transmitting speech by PCM, 
or pulse code modulation. The writer is indebted to his colleagues in 
the Research Department, C. E. Shannon, J. R. Pierce and B. M. Oliver, 
for several interesting suggestions in connection with the basic principles 
of PCM given in this paper. Work ona different PCM system was carried 
on simultaneously in the Systems Development Department of the Bell 
Laboratories by H S. Black. This in turn led to the development of an 
8-channel portable system for a particular application. This system is being 
described in a forthcoming paper by H. S. Black and J.O.Edson.t A 
method for pulse code modulation is proposed in a U. S. Patent issued to | 
A. H. Reeves 
The material now presented is composed of three parts. The first deals 
with basic principles, the second describes the experimental PCM system, 
while the last discusses the results obtained. 


Basic PRINCIPLES 


PCM involves the application of two basic concepts. These concepts 
are namely, the time-division principle and the amplitude quantization 


* Paper presented in part at joint meeting of International Scientific Radio Union and 
Inst. Radio Engineers on May 5, 1947 at Washington, D. C. 

1 Paper presented on June 11, 1947 at A. I. E. E. Summer General Meeting, Mont- 
real, Canada. Accepted for publication in forthcoming issue of A. J. E. E. Trans- 
acitons. 

2 A. H. Reeves, U.S. Patent #2,272,070, Feb. 3, 1942, assigned to International Stand- 
ard Electric Corp.; also, French patent # 852,183, October 23, 1939. 
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principle. The essence of the time-division principle is that any input wave 
can be represented by a series of regularly occurring instantaneous samples, 
provided that the sampling rate is at least twice the highest frequency in the 
input wave.’ For present purposes the amplitude quantization principle 
states that a complex wave can be approximated by a wave having a finite 
number of amplitude levels, each differing by one quantum, the size of the 
quantum jumps being determined by the degree of approximation desired. 

Although other arrangements are possible, in this paper we will consider 
the application of these two basic principles in the following order. First 
the input wave is sampled on a time-division basis. Then each of the 
‘samples so obtained is represented by a quantized amplitude or integer 
number. Each of these integer numbers is represented as a binary number 
of n digits, the binary number system being chosen because it can readily be 


ENVELOPE OF 
AUDIO SIGNAL 
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Fig. 1—Pulses in a PAM System. » 


represented by ON-OFF or two-position pulses. 2" discrete levels can be 
represented by a binary number of n digits. Thus, PCM represents each ~ 
quantized amplitude of a time-division sampling process by a group of 
ON-OFF pulses, where these pulses represent the quantized amplitude in a 
binary number system. . 

The discussion so far has been in general terms. The principles just 
discussed will now be illustrated by examples. 

Multiplex transmission of speech channels by sending short pulses 
selected sequentially from the respective speech channels, is now well known 
in the telephone art and is called time-division multiplex. When the pulses 
consist simply of short samples of the speech waves, their varying amplitudes 
directly represent the speech waves and the system is called pulse amplitude 
modulation or PAM. In PAM the instantaneous amplitude of the speech 
wave is sampled at regular intervals. The amplitude so obtained is trans- 


3 This is because the DC, fundamental and harmonics of the wave at the left in Fig. 1 
all become modulated in the wave at the right, and if the highest modulating frequency 
exceeds half the sampling rate, the lower sideband of the fundamental will fall in the 
range of the modulating frequency and will not be excluded by the low-pass filter. The 
result is distortion. 

4In a decimal system the digits can have any one of 10 values, 0 to 9 inclusive. In a 
binary system, the digits can have only two values, either 0 or 1. 
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mitted as a pulse of corresponding amplitude. In order to transmit both 
positive and negative values a constant or d-c value of pulse amplitude can 
be added. (See Fig. 1.) When this is done positive values of the informa- 
tion wave correspond to pulse amplitudes greater than the constant value 
while negative values correspond to pulse amplitudes less than the constant 
value. At the receiver a reproduction of the original speech wave will be 
obtained at the output of a low-pass filter. 

The PCM system considered in this paper starts with a PAM system and 
adds equipment at the terminals to enable the transmission of a group of 
ON-OFF pulses or binary digits to represent each instantaneous pulse 
amplitude of the PAM system. Representation of the amplitude of a single 
PAM pulse by a finite group of ON-OFF pulses or binary digits requires 
quantization of the audio wave. In other words, we cannot represent the 
actual amplitude closer than 4 “quantum”. The number of amplitude 
levels required depends upon the grade of circuit desired. The disturbance 
which results from the quantization process has been termed quantizing 
noise. For this type of noise a signal-to-noise ratio of 33 db would be ob- 
tained for 32 amplitude levels and this grade of circuit was deemed suffi- 
ciently good for a preliminary study. These 32 amplitude levels can be 
obtained with 5 binary digits, since 32 = 2°. 

Figure 2 shows how several values of PAM pulse amplitude can be 
represented by this binary code. The first column gives the digit pulses 
which are sent between the transmitter and receiver while the second column 
shows the same pulse pattern with each pulse weighted according to its 
assigned value, and the final column shows the sum of the weighted values. 
The sum, of course, represents the PAM pulse to the nearest lower amplitude 
unit. The top row where all the digits are present shows, in the middle 
wave form, the weighted equivalent of each digit pulse. By taking different 
combinations of the five digits all integer amplitudes between 31 and 0 can 
be represented. The examples shown are for 31, 18, 3, and 0. . 

Referring to Fig. 3 sampling of the audio wave (a) yields the PAM wave 
(b). The PAM pulses are coded to produce the code groups or PCM 
signal (c). ‘The PCM pulses are the ones sent over the transmission medium. 
For a sampling rate of 8000 per second, there would be 8000 PAM pulses 
per second for a single channel. The digit pulse rate would be 40,000 pps 
for a five-digit code. For a time-division multiplex of N channels both of 
these pulse rates would be multiplied by N. 

Wave form (d) shows the decoded PAM pulses where the amplitudes are 
shown under the pulses. The original audio wave is repeated as wave 
form (e). It will be noted that the received signal is delayed by one PAM 
pulse interval. It is also seen that the decoded pulses do not fit exactly on 
this curve. This is the result of quantization and the output of the low-pass 
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filter will contain a quantizing disturbance not shown in (e) which was not 
present in the input signal. 

A signal that uses regularly occurring ON-OFF pulses can be’ ‘regener- 
ated”? and repeated indefinitely without degradation. A pulse can be 
“regenerated” by equipment which transmits an undistorted pulse provided 
a somewhat distorted pulse is received, and transmits nothing otherwise. 
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Fig. 2—Binary and decimal equivalents. 


Thus, the received signal at the output of the final decoder is of the same 
quality as one produced by a local monitoring decoder. To accomplish 
this result, it is necessary, of course, to regenerate the digit pulses before. 
they have been too badly mutilated by noise or distortion in the transmission 
medium. 

The regenerative property of a quantized signal can be of great importance 
in a long repeated system. For example, with a conventional system each 
repeater link of a 100-link system must have a signal-to-noise ratio 20 db 
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Fig. 3—PAM and PCM transmitting and receiving wave forms (amplitude vs. time). 
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better than the complete system. For PCM, however, with regenerative 
repeaters the required signal-to-noise ratio in the radio part of the system 
is independent of the number of links. Hence, we have a method of trans- 
mission that Is ideally suited to long repeated systems. 

At this point we might consider the bandwidth required to send this type 
of signal. For a 5-digit code the required band is somewhat less than 5 
times that required fora PAM system. It is somewhat less than 5 times be- 
cause in a multiplex system crosstalk becomes a serious problem. Ina PAM 
system this crosstalk would add up on a long system in somewhat the same 
manner as noise. In order to reduce the crosstalk it would probably be 
necessary to use a wider band for the PAM repeater system than would be 
required for a single-link system. For PCM, on the other hand, by using 
regeneration the whole system requirement for crosstalk can be used for 
each link. In addition, a relatively greater amount of crosstalk can be 
tolerated since only the presence or absence of a pulse needs to be determined. 
Both of these factors favor PCM. This is a big subject and for the present 
we need only conclude that from considerations of the type just given the 

. bandwidth penalty of PCM is not nearly as great as might first be expected. 

The same two factors that were mentioned in connection with crosstalk 
also apply to noise, and a PCM signal can be transmitted over a circuit 
which has a much lower signal-to-noise ratio than would be required to 
transmit a PAM signal, for example. . 

Hence, we conclude that PCM for a long repeated system has some 
powerful arguments on its side because of its superior performance even 
though it may require somewhat greater bandwidth. _ There are other fac- 
tors where PCM differs from more conventional systems but a discussion of 
these factors is beyond the scope of this paper. 

The previous discussion may be summarized as follows: One begins with 
_a pulse amplitude modulation system in which the pulse amplitude is 
modulated above and below a mean or d-c value as indicated in Fig. 1. 
It is assumed that it will be satisfactory to limit the amplitude range to be 
transmitted to a definite number of amplitude levels. This enables each 
PAM pulse to be represented by a code group of ON-OFF pulses, where the 
number of amplitude levels is given by 2”, n being the number of elements 
in each code group. With this system the digit pulses can be “regenerated” 
and the quality of the overall transmission system can be made to depend 
upon the terminal equipment alone. 


EXPERIMENTAL PCM EQuiIPpMENT 


The experimental coder used in these studies might be designated as one 
of the “feedback subtraction type’’. It functions as follows: Each PAM 
pulse is stored as a charge on a condenser in a storage circuit. (See Fig. 4.) 
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Fig. 4—PCM Transmitter block schematic. 
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The voltage across this condenser is compared witha reference voltage. The 
magnitude of this reference voltage corresponds to the d-c pulse amplitude 
of Fig. 1. The voltage has a magnitude of 16 units. If the magnitude of 
the condenser voltage exceeds the magnitude of the 16-unit voltage, a 
positive pedestal voltage is obtained in the output of the comparing circuit. 
This pedestal voltage is amplified, limited and applied to the pedestal 
modulator. The pedestal modulator serves as a gate for timing pulses from 
the timing pip generator. If the pedestal voltage and timing pulse are 
applied simultaneously to the pedestal modulator, a pulse is obtained in the 
output. In the present case this pulse corresponds to the presence of the 
16-unit digit in the code group which represents this PAM pulse. This digit 
pulse after amplification and limiting is (1) sent out over the line (PCM out) 
and (2) fed back through a suitable delay circuit to a subtraction circuit. 
The function of the subtraction circuit is to subtract a charge from the con- 
denser corresponding to the 16-unit digit. The charge remaining on the 
condenser is now compared with a new reference voltage which is 4 the 
magnitude of the first reference voltage or 8 units. If the magnitude of the 
voltage across the condenser exceeds this new reference voltage the above 
process is repeated and the second digit pulse is transmitted and another 
charge, this time corresponding to the 8-unit digit, is subtracted from the 
remaining charge upon the condenser. 

If the magnitude of the voltage across the condenser is less than the 
reference voltage, in either case above, then no pedestal will be produced and 
no digit pulse be transmitted. Since no pulse is transmitted, no charge 
will be subtracted from the condenser. Thus the charge remaining 
upon the condenser after each operation represents the part of the orig- 
inal PAM pulse remaining to be coded. The reference voltage wave 
consists of a series of voltages each of which is % of the preceeding one. 
There is one step on the reference voltage function for each digit to be 
coded. 

A better understanding of the coding process can be had by reference to 
the various wave forms involved. For completeness, wave forms from 
audio input to the coded pulse signal are shown for the transmitter in Figs. 
3 and 5 and from the coded pulse signal to audio output for the receiver in 
Figs. 7 and 3. In the diagram the abscissas are time and the ordinates are 
amplitudes. Some of these wave forms have already been discussed in 
connection with Fig. 3. Since the coder functions in the same manner for 
each PAM pulse the detailed wave forms of the coding and decoding proc- 
esses are shown for only two amplitudes. The block schematic for the 
transmitter is given on Fig. 4, while that for the receiver is given in Fig. 6. 
The letters on Figs. 4 and 6 refer to the wave forms on Fig. 3, while the 
numbers refer to the wave forms in Figs. 5 and 7. 
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Fig. 5—Detailed wave forms for PCM Transmitter (amplitude vs. time). 
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Fig. 6—PCM Receiver block schematic. 
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Fig. 7—Detailed wave forms for PCM Receiver (amplitude vs. time). 
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Referring to Figs. 4 and 5, the ‘“‘delayed control pulse” Curve 1 is the 
principal timing pulse for the transmitting coder. It is used to sample the 
audio wave and to start the step and timing-pip generators. Two sets of 
timing-pips are produced; one, Curve 2, is used to generate the reference 
step voltage while the other, Curve 7, is used for timing the digit pulses. 
The reference step voltage, Curve 3, is used in the comparing circuit and in 
the subtraction circuit. Curve 4 gives the output of the subtraction circuit, 
‘while Curve 5 is the voltage on the storage condenser. The next plot gives: 
Curves 3 and 5 superimposed; the shaded area on this plot corresponds to 
the time during which a pedestal voltage is generated. The pedestal voltage 
is given by Curve 6, and the output of the pedestal modulator is given by 
Curve 8. This last curve is a plot of the two code groups corresponding to 
the two PAM pulses being coded. 

In studying these wave forms it will be noted that the delayed control 
pulse, the two sets of timing-pips and the reference step voltage curves are 
the same for each code group. On the other hand the storage condenser 
voltage, the pedestal voltage, the group of code pulses, and the group of 
pulses from the subtraction circuit are different for each code group. 

It will be recalled that a pedestal voltage is produced during the time that 
the condenser voltage exceeds the reference step voltage. The leading edge 
of each pedestal pulse is generated by the falling part of the reference step 
voltage. The trailing edge of each pedestal pulse is produced by the falling 
part of the condenser voltage. This drop in condenser voltage is the result 
of the operation of the subtraction circuit. The output of the subtraction 
circuit depends upon the delayed digit pulse which has just been passed by 
the pedestal pulse. Its magnitude depends upon the reference voltage step 
that applies to the particular digit being transmitted. The function ofthe 
delay in the feedback path is to allow the outgoing digit pulse to be com- 
pleted before the pedestal is terminated. 

It is seen that the pedestal voltage contains the same information as the 
transmitted code groups. Under ideal conditions the use of auxiliary 
timing pulses would not be required. However, in a practical circuit the 
leading edge of the pedestal varies, both as to relative timing and as to rate 
of rise. Under these conditions the auxiliary timing-pips permit accurate 
timing of the outgoing PCM pulses, as well as constant pulse shape for the 
input to the subtraction circuit. 

Summarizing the foregoing it is seen that in the baler under discussion 
a comparison is made for each digit between a reference voltage and the 
voltage across a storage condenser. Initially the voltage across this con- 
denser represents the magnitude of the PAM pulse being coded. After 
each digit the voltage remaining on the condenser represents the magnitude 
of the original PAM pulse remaining to be coded. A pedestal voltage is 
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obtained in the output of the comparing circuit whenever the storage con- 
denser voltage exceeds the reference step voltage. 

This pedestal, if present, allows a timing pulse to be sent out as a digit of 
the code group. This digit pulse is also delayed and fed back to a sub- 
traction circuit which reduces the charge on the condenser by a magnitude 
corresponding to the digit pulse just transmitted. This process is repeated 
step by step until the code is completed. 

Synchronizing the two control pulse generators, one at the transmitter 
and one at the receiver, is essential to the proper operation of the equipment. 
This may be accomplished in a variety of ways. The best method of syn- 
chronizing to use would depend upon the application. Although the control 
could easily be obtained by transmitting a synchronizing pulse over the 
line, the equipment would have been somewhat more complicated and for 
these tests a separate channel was used to synchronize the control pulse 
generators at the terminals. 

Having thus established the timing of the receiving control pulse generator 
shown in Fig. 6 relative to the received code groups, the receiver generates 
a new set of waves as shown in Fig. 7. Except for delay in the transmission 
medium, the first three curves are the same as those shown in Fig. 5 for the 
transmitter. (1) is the delayed control pulse, (2) is the step timing wave, 
and (3) is the reference step voltage. Curve 8 is the received code group 
and (9) is the output current of the subtraction circuit. (10) gives the wave 
form of the voltage across the receiving storage circuit, and (11) gives the 
curve for the undelayed control pulse. 

The receiver functions as follows: The storage condenser is charged to a 
fixed voltage by each delayed control pulse. The charge on the condenser 
is reduced by the output of the subtraction circuit. The amount of charge 
that is subtracted depends upon which digit of the group produces the sub- 
traction pulse. This amount is measured by the reference step voltage. 
At the end of the code group the voltage remaining on the condenser is 
sampled by the undelayed control pulse. 

It is seen that the storage subtraction circuits in the transmitter and 
receiver function in similar ways. In the transmitter the original voltage 
on the condenser depends upon the audio signal, and after the coding process 
this voltage is substantially zero. The receiver starts with a fixed maximum 
voltage and after the decoding process the sample that is delivered to the 
output low-pass filter is given by the voltage reduction of the condenser 
during the decoding process. Except that the conditions at beginning and 
end of the coding and decoding periods are different as discussed above, 
the subtraction process is the same for both units. 

The monitoring decoder in the transmitter operates in the same manner 
described above, except that it employs the various waves already generated — 
for other uses in the transmitter (see Fig. 4). 
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EXPERIMENTAL RESULTS 


An experimental system was set up as shown in Fig. 8. The pulse code 
modulator, radio transmitter, and antenna comprised the transmitting 
terminal; while an antenna, radio receiver and pulse code demodulator were 
used for the receiving terminal. A short air-path separated the terminals. 
The transmitter used a pulsed magnetron oscillator and the receiver em- 
ployed a broad-band superheterodyne circuit. The results obtained with 
this system were similar to those obtained by connecting the pulse code 
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| Fig. 8—Block diagram of PCM system. 


















modulator and demodulator together without the radio equipment. In: 
_ fact, unless a large amount of attenuation was inserted in the pate the 
presence of the radio circuit could not be detected. 

It was possible to adjust the PCM transmitter so that different numbers 
of digits could be produced. A brief study was made of the number of 
digits required. It was found that, with regulated volume, a minimum 
- of three or four digits was necessary for good intelligibility for speech though, 
surprisingly enough, a degree of intelligibility was obtained with a single 
one. With six digits both speech and music were of good quality when 
regulated volume was used. Even with six digits, however, it was possible 
to detect the difference between PCM and direct transmission in A-B tests. 
This could be done most easily by a comparison of the noise in the two 
systems. If unregulated volume were used several more digits would proba- 
bly be desirable for high quality transmission. 

In listening to the speech transmitted over the PCM system one aptacned 
the impression that the particular sound patterns of a syllable or a word 
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could be transmitted with three or four digits. If the volume range of the 
talker varied it would be necessary to add more digits to allow for this 
variation. Over and above these effects, however, the background noise 
which is present to a greater or lesser extent in all communication circuits, 
is quantized by the PCM system. If the size of the quanta or amplitude 
step is too large the circuit will have a characteristic sound, which can easily 


be identified. Since the size of the quanta is determined by the number of | 


digits, it is seen that the number of digits required depends not alone upon 
the speech but also upon the background noise present in the input signal. 

Summarizing, experimental results obtained indicate that at least 3 
digits are desirable for a minimum grade of circuit and that as many as 
6 or more will provide for a good quality circuit. If we wish to transmit a 
nominal speech band of 4000 cycles, PCM requires the 8000 pulses per 
second needed by any time-division system, multiplied by the number of 
digits transmitted. The extra bandwidth required for PCM, however, 
buys some real advantages including freedom from noise, crosstalk and 
signal mutilation, and ability to extend the circuit through the use of the. 
regenerative principle. 

The writer wishes to acknowledge the assistance of Mr. A. F. Dietrich 
in the construction and testing of the PCM equipment discussed in this 


paper. 


Some Results on Cylindrical Cavity Resonators | 
By J. P. KINZER and I. G. WILSON 


Certain hitherto unpublished theoretical results on cylindrical cavity reson- 
ators are derived. These are: an approximation formula for the total number 
of resonances in a circular cylinder; conditions to yield the minimum volume cir- 
cular cylinder for an assigned Q; limitation of the frequency range of a tunable 
circular cylinder as set by ambiguity; resonant frequencies of the elliptic cylinder; 
resonant frequencies and Q of a coaxial resonator in its higher modes; and a brief 
discussion of fins in a circular cylinder. 

The essential results are condensed in anumber of new tables and graphs. 


INTRODUCTION 


HE subject of wave guides and the closely allied cavity resonators was 

of considerable interest even prior to 1942, as shown in the bibliography. 

It is believed that this bibliography includes virtually everything published 
' up to the end of 1942. During the war, many applications of cavity reso- 
nators were made. Among these was the use of a tunable circular cylinder 
cavity in the TE 01n mode as a radar test set; this has been treated in pre- 
vious papers.'? During this development, a number of new theoretical 


results were obtained; some of these have been published.? Here we give . 


the derivation of these results together with a number of others not previ- 
ously disclosed. 

In the interests of brevity, an effort has been made to eliminate all 
material already published. For this reason, the topics are rather discon- 
nected, and it is also assumed that the reader has an adequate background 
in the subject, such as may be obtained from a study of references 3 to 7 
of the bibliography, or a text such as Sarbacher and Edson. 

A convenient reference and starting point is afforded by Fig. 1, taken from 
the Wilson, Schramm, Kinzer paper.? This figure also explains most 
of the notation used herein. 
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CONTENTS 


1. Approximation formula for number of resonances in a circular cylin- 
drical cavity resonator. 
2. Conditions for minimum volume for an assigned Q. 
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Ze(kip) FOR JQ (ky, p) 


ZO(KiP) FOR JQ (kK; 9) 


Z0(K,p) = Sg (kK, p) - AYg (kK, p) 


Z’e(Kip) = Sg (Kip) - AYg (Kip) 


SOURCES: HANSEN, JNL.APP. PHYS., 9,P.654 BORGNIS, HOCHF:TECH u.ELEK: AKUS.,56,P.47 
BARROW & MIEHER,PROC,IRE., 28,.P.184 


BORGNIS , ANN.d.PHYS., 35,P.359 


RESTRICTIONS 
DEFINITIONS On 2,m,n 


Qtr m 


bp tg erage. 


k2 = 24h +k3 


Q,m,n = INTEGRAL INDICES 
IDENTIFYING THE MODES. MAY 
ASSUME THE VALUE ZERO, SUB- 
JECT TO RESTRICTIONS GIVEN 
IN ADJOINING COLUMN 


208m 


kK, = a 


k2 = k2+k2 


&,m,n = DEFINED AS FOR 
RECTANGULAR PRISM 


Pam = mth ZERO oF Je (x) 
FOR TM MODES 


= mth zero oF Jé(x) 
FOR TE MODES 


SAME AS 
CIRCULAR CYLINDER, EXCEPT: 


Tim = mth ZERO OF 


[Ye(nx) Ye(x) - Je(x) Yeinx)] SPECIAL CASE OF 
TM 0,0,n MODE, 


_ Ya(Fem) WITH gm = 0 
Yg("2m) 
FOR TM MODES 


Mm = mth ZERO OF 
[ya(nx) Ye &) - Jel) ¥2 (NX) 
_ 2e(%m) 


~ YE (hm) 
FOR TE MODES 
% THE TIME FACTOR HAS BEEN OMITTED; 


THE E-FIELD IS IN TIME QUADRATURE 
WITH THE H-FIELD,WITH w=Ck 


APPROXIMATION FOR 

TOTAL NUMBER OF 

MODES (TE & TM) 
HAVING A>Apy 


NORMAL WAVELENGTHS 


SAME AS TM MODES 


Vv Ss 
N =4.38 ~~ +0.09—> 
MB % 


C= Yue = VELOCITY OF Ve Tatu 
ELECTROMAGNETIC WAVES 4 
IN DIELECTRIC 


S=TaLl 


f = FREQUENCY 


SAME FORM AS FOR N 24.4 “o 
CYLINDER uc) 
WITH SOME DOUBT 
lemHAS DIFFERENT =| AS TO VALUE OF THE 


VALUES COEFFICIENT 


FORMULAS FOR Qo 


iN 


a 
abL (p? + g2)(p2+q2+r2)* 
4 — peb(atL) + q2a(beL) 


3 
abl p2+q2)2 
2 p2b (at2L) +q@a(bt2L) 


3 
(b2 +Q2)(p2 +q2 +72) 
aL[p2r2 + (p2+q?)2] + bL(q?r2 + (p2+q2)*]+ ab r2(p2+q?) 


3 
abl | (q2+r2)? 


2 q2L (b+2a) +r2b (L+2a) 


3 
abl | (p2 + r2)@ 
2 p2L (at2b) +r2a (L+2b) 


- (£9? 
fom [+ pere]?@_——__ Gam) 
aT 1+p2R3 + p2 (1-R)R2 (pL)? 


(-n2H’) 


| 
rem 2 
[i + p2 R2] (HH) #RI-12H7) 


27 


Pom (in) 
T 2 (1 +NH’)+R(1-2H’) 


THESE EXPRESSIONS ARE NOT VALID FOR SMALL a] WHEN &=0 


3 
[1 + p2R2]?m 


H 


Tom 
av (V4) +p? rR? (1+ BH) sy pease 
"im 


7 


WHERE 


Fig. 1—Formulas for cavity resonators—fields, resonant frequencies and mode shape factors for rectangular prism, circular cylinder and full coaxial. 


DEFINITIONS 
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3. Limitation of frequency range of a tunable cavity in the TE 01” mode 
as set by ambiguity. 

4, Resonant frequencies of an elliptic cylinder. 

5. Resonant frequencies and Q of higher order modes of a coaxial reso- 
nator. 

6. Fins in a circular cylinder. 


ae 


APPROXIMATION FORMULA FOR NUMBER OF RESONANCES IN A 
CIRCULAR CYLINDER 


From Fig. 1, the resonant pean of the cylindrical cavity are ob- 
tained from the equation: 


‘yoy = (2) + (#2) (1) 


in which r is written in place of rym , to simplify the equations. The dis- 
tribution of the resonant frequencies, starting with the lowest, can be 
approximated by a continuous function 


where WV represents the total number of resonances up to a frequency fo 
or a wavelength Ay. This is bound to be an approximation, since the true 
function F is discontinuous (or stepped) by virtue of the resonances being a 
series of discrete values. For practical purposes, if F fits the stepped curve 
so that the steps fluctuate above and below F, it will be a useful approxi- 
mation. 

Derivation of such a formula as applied to the acoustic resonances of a 
rectangular box has recently been a subject of investigation by Bolt® and 
Maa. Only slight modifications of their method need be made to apply 
to the present situation. 


2 
Multiply (1) thru by () ; 


Ta . 2 Tan : 
(2) ae + ). : 


Hence, if a point (7 (- 5 wt) i is plotted on the XY plane the distance from the 
bell 
c 


origin to this point will be and hence a measure of the resonant fre- 


quency. If all such points are plotted, they will form a lattice represent- 
ing all the possible modes of resonance. The problem, then, is to find the 


: ely | P Ree a 
number of lattice points in a quadrant of a circle with radius, R = Bao: 
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The values of the Bessel zero, 7, are not evenly spaced along the X axis; 
indeed the density, or number per unit distance, increases as r increases. 
Let the density be p(x). Then the problem becomes one of finding the 
weight of a quadrant of material whose density varies as p(x). . 

Suppose the expression for M, the number of zeros 7, less than some value 
x, is of the form 


M = Ax? + Bx 
whence, by differentiation, 
P(x) = 2Au+ B. 


The weight, W, of the quadrant of a circle of radius R is then, by integra- 
tion, | 


W=-:=AR + — BR. 
3 R a R 


: i) Se : Peer . 2LW 

Since there are = lattice points per unit distance along the Y axis, ae 
7 vis 

is apparently the total number of points in the quadrant. However, there 

are two small corrections to consider. First is that in this procedure a. 

lattice point is represented by an area and for the points along the X axis 


a ; 
half the area, ie., a stri = wide lying in the adjacent quadrant, has been 
Par 


omitted. Second is that the restriction x > 0 for TE modes eliminates 
half the points along the X axis. As it happens, these corrections just 
cancel each other. Thus we have 


= 167A V TBS 


3 NM 2N 


in which 
2 
ral G 
= —— = ral =>. 
a See aa 
From a tabulation" of the first 180 values of r, the empirical values A = 
0.262, B = O were obtained. This gives 


N = 4.39 A 

ae: . \e . 

Subsequently, from an analysis of over.a thousand modes in a “square 
cylinder” (@ = L), Dr. Alfredo Bajios, formerly of M.I.T. Radiation Lab- 
oratory, has calculated the empirical formula 


V S 
N = 4.38 = + 0.089 5 (2) 
x; » | 
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from which A = 0.262, B = 0.057. These values give better agreement 
with the 180 tabulated values of r. 

There is a two-fold degeneracy in a circular cylinder for modes with 
£ > 0, which is removed, for example, when the cylinder is made elliptical. 
The total number of modes, then, counting degeneracies twice, is about 21, 
which brings (2) in line with the general result that, in any cavity resonator, 


the total number of modes is of the order as x3 : 
0 


Minimum VOLUME OF CIRCULAR CYLINDER FOR ASSIGNED Q 


In practical applications of resonant cavities, the conditions of operation 
may require high values of Q which can be attained only by the use of high 
order modes. The total number of modes, most of which are undesired, 
can then be reduced only by making the cavity volume as small as possible, 
consistent with meeting the requirement on Q. 

It will be shown that, for a cylinder, operation in the TE 01n mode very 
probably gives the smallest volume for an assigned Q. 


Statement of Problem 


When the relative proportions (the shape) of a cavity and the mode of 
oscillation are fixed, both the Q and the volume, V, of the cavity are func- 
tions of the operating wavelength, \. Since we are primarily interested 
in the relationship between Q and V, with d fixed, some simplification can 
be made by pare Nasa parameter. This may be done by a change of 


variables to os — and if : respectively; to simplify the typography, these 


quantities will . ie by single symbols: 


a. 

P=Q> 
V 

Wes. 


We are, consequently, interested in the following specific problem: 

In a circular cylindrical resonator, which is the optimum mode 
family and what is the corresponding shape to obtain the smallest 
value of W for a preassigned value of P? 

A rigorous solution cannot be obtained by the methods of elementary 
calculus, since P is not a continuous function of the mode of oscillation. 
However, a possible procedure is to assume continuity, and examine the 
relation between P and W under this assumption. If sufficiently positive 
results are obtained, the conclusions may then be carried over to the dis- 
continuous (i.e., the physical) case with reasonable assurance that, except 
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perhaps for special values, the correct answer is obtained. We proceed on 
this basis. 


Solution 


To permit a more coherent presentation of the arguments, only their 
general outline follows. More mathematical details are given later. 


We start with the formulas for Q : (= P) as given in Fig. 1. 


The first operation is to show that, under comparable conditions, i.e., 
A, r, 2 fixed, the TE Omn modes give the highest values of P. That this is 
plausible can be seen in a general manner from the equations as they stand. 
For the TE modes, if ¢ = 0, the numerator of the fraction is largest. Also, 
P simplifies, and the denominator roughly reduces the expression in square 
brackets to the 1/2 power. Now compare this expression with those for 
the TM modes. That for the TM modes (7 > 0) is smaller because of the 
factor (1 + R) in the denominator. Finally, that for the TM modes (n = 
0) is still smaller, because 1 < (1 + p2R?)1/?, 

This leaves only the 7 Omn modes to be considered, and the next step 
is to show that m = 1 is the most favorable value. Since the relation be- 
tween P and W is complicated, a parameter ¢ is introduced, with ¢ defined 
by . 


tang = pR. (3) 


The resulting parametric equations are: 


r 1 
P=>— (4) 
dr 3 1.3 
cos g + —sin ¢ 
p 
: 1 


= 2 ° ° 
4x” cos’ v sin y 


For each of the discrete values of r and m ( is related to p) then, plots 
of P vs W can be prepared as shown in Fig. 2 for the TE 01 modes, 
. Inspection of Fig. 2 shows that the best value of Q does not correspond 
to a minimum of W or a maximum of P for a given value of , but rather to 
a point on the ‘“‘envelope” of the curves. To get the envelope, we assume 
p to be continuous and proceed in the standard manner. It turns out that, 
by solving (4) for p in terms of P, r and ¢, substituting the resulting ex- 


pression in W, and setting = 0 an equation is obtained which, when 
g 


solved for y, gives the values of ¢ which lie on the envelope. 


2.2 


2.0 


0.8 


0.2 
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Fig. 2—Relation between Q 2 (= P) and y = W) in cylindrical cavity resonator operating in TE 01n mode. 
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; : . : ) : 
We next substitute this expression for g in W and calculate on assuming 


now that r is continuous, and find that W has no minimum. Practically, 
this means that the smallest value of r should be used, i.e., the TE O01 mode. 
Finally, since from Fig. 2 it is seen that the envelope is reasonably smooth 


) 
for values of Q x > 1, the expression for yg derived on the assumption of 


continuous # is used to obtain a simple relation of great utility in practical 
_ cavity design. 


Details of solution 


In (3), since R must be finite for a physical cylinder,0 < tangy < ©, 
0 < sing < 1, and 0 < cos gy < 1. Hence we may always divide By 
sin g or cosy. Note that ¢ ranges between 0° and 90°. 

From Fig. 1, 


pe PR)? 


a 
whence 
ksing = 2prR (6) 
ae a 
pepe (7) 
a 
We define W by: 
_V_ ra F& 
W= i GR Ri (8) 


Substituting (6) and (7) in (8), 


oe Ls 1 
~ 4” cos” y sin a 


(5’) 


Substitution of (3) into the expression for Os (= P) for the TE modes as 


given in Fig. 1 yields, after some oe 


pect 1 — (¢/r)" 


” cos? g+ ; sin’ g + (cos g- ; sin °) (t/r)’sin’ » 
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To show that any value of £ > 0 reduces P below its value when ¢ = 0, 
let . . 


Sy 
Il 


Des 
cos* » -++ 3 sinkgy - 


b 


1. : 
(cos g— 3 sin °) sin? ¢ 


c = (4/r)?. 

It suffices to show that 

1 1—e¢ 

a’ a-+ be 
where the question is in doubt because 6 may take on negative values. If 
the inequality is to be valid, it is necessary only that (b + a) > 0, that is, 
cosy > 0. Hence, for the 7# modes, only £ = 0 needs be considered. For 
this case, the expression for P simplifies to 


P=- ; 
=—_—_ . I 
ae cos’ y + 1 sin’ y : (#) 
p 
For the 7M modes, there is similarly obtained 
oy rl 
a nr 1. n>O (9) 
cos 9 + - sing 
p 
r cose 
see Ys 2 =0. (10) 


i 
*T cos» + 55 sin ¢ 


It is easy to show, since cos¢ < 1 and sing < 1, that both (9) and (10) 
are less than (4’). : 

Hence we have shown that, under comparable conditions, i.e., 7 and p 
constant, the TE Omn modes have higher values of P than any others. 
There is one flaw in the argument, viz., 7 takes on discrete values and cannot 
be made the same for all modes. It is conceivable, therefore, that for some 
specific values of P, a mode other than the TE Ommn can be found which 
gives a smaller W than either of the two “adjacent” TE Omn modes, one 
having a value of r higher, the other lower, than the supposed high-P 
mode. ‘This situation requires further refinement, and hence complication, 
in the analysis; we pass over this point. 

Having so far indicated that the 7H Omn modes are the best, our next 
objective is find the best value of m, if possible. 
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By use of the parametric equations (4) and (5), Fig. 2 has been sivtied 
for r = 3.83 (TE O1n modes) and values of 7 from 1 10 9. This drawing 
shows that, for each discrete value of r, minimum W/P is given by points 
on the ‘‘envelope’’ of the family of curves. 

The standard method of obtaining the envelope is to express W as a 
function of P with » as parameter (r is assumed fixed, for the moment), 
i.e., W = F(P, x), and then set = = 0. However, in this case it is easier 


to express W = G(P, ¢) and ¢ = H(n), whence 


—>= XS 


and the envelope is obtained by setting o = 0 provided a ~ 0. We 
gy i 


proceed, therefore, as follows. 
Assume ? is continuous, and solve (4) for p, obtaining: 


sin? » . oA 
cat eR (11) 
 laP 
Now substitute (11) in (5). This gives W asa function of P and ¢: 
W = r sin? y “ 
4? cos’ GS — cos® ) , — (12) 
°\ InP ig : 


To solve ls = 0, we differentiate and simplify. This yields 
7) 


5 cos’ g — 3cos’' 9 = a (13) 
rP 


Substituting (13) back into (11) yields 


_ 2sng 
3 cos’ ¢ 





(14) 


The situation so far is that, with P and r assigned, W lies on the en- 
- velope and is a minimum when ¢ satisfies (13); p is then given by (14). 
Obviously, for (13) to hold, it is necessary that 


ae 
| 2nP ; 
To obtain the best value of r, the procedure is to differentiate Wmin with 


respect to 7, assuming now that 7 is continuous, and examine for a mini- 
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mum. We can, however, first differentiate (12) by setting 


dW _aW , W ag 


dr ar 0g Or 


and then substitute from (13). However, when (13) is satisfied, oa = (. 
This process yields . 
dW r (2 — 3 cos*¢) 


dr 72 Osin?gcos ¢ | 


This shows we to be positive, when cos?g < 2. Hence - = 0 corresponds 


to a maximum, rather than aminimum.* If cos*g < 2, that is, g > 35°16’, 
then r should be as small as possible. The smallest 7 is 3.83, for the TE 
Oix modes. For r = 3.83, and yg > 35°, from (13) there is obtained P > 
0.75. 


The analysis thus indicates that, for values of P = Q : greater than 0.75, 


the TE O0in mode yields the smallest ratio W/P or V/Q. 

An interesting and simple relation between fa and R for minimum W/P 
can easily be derived from the foregoing equations. Substitute (14) back 
into (6), thereby obtaining 


4Rr 


~ 3a cost Q >) 


Now use (7) with (15) to eliminate cos ¢, replace k by 27/ he and r by 3.83, 
its numerical value for the TZ O1n modes. This gives 


2 
a 
= = 2.2 
(¢) x= 223 
Cc 


or by substituting A = 7? c= 3X 10”, 


(fa)? R = 20.1 x 10%, 


This useful relation was first discovered by W. A. Edson. 

Some further discussion is of interest. It is realized that a number of 
points have not been taken care of in a manner entirely satisfactory mathe- 
matically, but nevertheless important practical results have been obtained. 
As an example, since » and r can assume only discrete values, there are 

*Tt is for this reason that the determination of the stationary values of W(r, p, ¢), 


subject to the constraint P(r, ~, ¢) = constant, by La Grange multipliers fails to yield 
the desired least value of W/P. 
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specific situations where some mode other than the TE O1in gives a smaller 
W/P. For example, it may be shown that for P between 0.97 and 1.14 
the TE 021 mode yields a smaller W than the TE 013 or TE 014 modes. 
However, the margin is small, and for larger P, the TE 02n modes become 
progressively poorer. 


LIMITATION ON FREQUENCY RANGE OF TUNABLE CAVITY AS SET 
BY AMBIGUITY 


In the design of a tunable cylindrical resonant cavity intended for use 
in the TE Oin mode, the requirements on Q may dictate a diameter large 
enough to sustain JE 02n’ or TE 03n’ modes. Also, the range of variation 
of cavity length may be such that the TE 01(z + 1) mode is supported. As 
the cavity is required to tune over a certain range of frequency, the maximum 
frequency range possible in the 7 01 mode without interference from the 
TE 01(m + 1){ or any TE 02 or TE 03 modes is of interest. The interference 
from the TE 01(z + 1) limits the useful range of the TE 01” by the presence 
of extraneous responses at more than one dial setting for a given frequency 
or more than one frequency for a given dial setting. In applications so far 
made, it has been possible to eliminate extraneous responses from the TE 02 
and TE 03 modes, but crossings of these modes with the main TE 01 mode 
have not been permitted. No designs have had diameters sufficiently large 
to support TE 04 modes. 

The desired relations are easily obtained by simple algebraic manipula- 
tion of equation (1). For simplicity in presentation of the results, we in- 
troduce some symbols applicable to this section only: 


2 2 
A= Eg B= Is | = 2.247 X 10” 
T 2 ; 


Ao = value of A for TE 01 modes = 13.371 X 10” 


t = A/Ao 
x9 = (a/L)* at low frequency end of useful range of TH O1n mode 
F = frequency range ratio = extn 

Yes minimum f- 


The values of A and ¢ depend upon the interfering mode under considera- 
tion. For the TE 02n modes, A = 44.822 X 10”, ¢ = 3.3522. 
The two typical cases of interest are shown on’ Fig. 3. For case I, am- 


+ It is easy to show that the extraneous response from the TE 01(m — 1) mode is not 
limiting. The proof depends on the inequality n? > (n + 1) (w — 1). 
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(fa)? 


3 
MN 
h 


aD 











Xo 
2 (2)? 
Fig. 3—Mode chart illustrating types of interference with TE 01n mode. 
biguity from TE 01(m + 1) mode, it is found that 


pe. ot B(n + 1)? x% 
Ap + Brix — 


Curves of F for this case are shown on Fig. 4. 
The maximum value of F is obtained when % = © and is 


Ps = ox e 
nN 
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c. 02 04. “Oe 0.6" hO. AS Ta 4S > Wei Bo Bie: Ba 
22 (MINIMUM) 


Fig. 4—Curves'showing maximum value of frequency ratio without interference from 
TE O1(n + 1) mode (case I of Fig. 3). 


TABLE I.—Case II: Maximum Frequency Range Ratio, F, for TE O1n Mode when Limited 
by Mode Crossings with TE 02m and TE 02(m+-1) Modes. 








n= 3 n=A4 n=12 

m 
F (2/L) min F (2/L) min F (4/L) nin 
1 1.198 1.323 1.086 0.966 1.008 0.313 
2 1.242 1.080 1.013 0.316 
3 a 1.019 0.322 
4 1.027 0.331 
5 1.037 0.343 
6 1.051 0.360 
7 1.071 0.384 
8 1.104 0.418 
9 1.168 0.471 
10 1.345 0.564 
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For case II, range limited by mode crossings, it is found that 


me = AT As 
° Bin? — n’2) 


P= (nv? — n”)[n?t ~ (n’ + 1) 
(n?t — n’?)[n? —(n’ + 1)?]° 


Some values for this case are given in Table I. 
The formulas above are general and may be used for any pair of mode 
types by using the appropriate values for A and ¢. 


THE ELLIPTic CYLINDER 


In the design of high Q circular cylinder cavity resonators operating in 
the TE 012 mode, it is desirable to know how much ellipticity is tolerable, 
so that suitable manufacturing limits may be set. The elliptical wave 
guide has already been studied, notably by Brillouin’? and Chu, but the 
results are not in suitable form or of adequate precision for the present 
purposes. More recently tables'* have become available which permit the 
calculation of some of the properties of the elliptical cylindrical resonator. 

The elliptical cavity involves Mathieu functions, which are considerably 
more complicated than Bessel functions. The tables give the numerical 
coefficients of series expansions, in terms of sines, cosines, and Bessel func- 
tions, of the Mathieu functions up to the fourth order. These tables have 
been used for the calculation of some quantities of interest in connection 
with elliptical deformations of a circular cylinder in the TE 01n mode. 


The Ellipse 


All mathematical treatments of the ellipse (including the tables men- 
tioned above) use the eccentricity, e, as the quantity describing the amount 
of departure from the circular form. The eccentricity is the ratio 


¢ = distance between foci 
major axis 


This is not a quantity subject to direct measurement, hence we here in- 
troduce and use throughout the ellipticity, Z,-defined as 


_ difference between major and minor diameters 
major diameter : 


E 


It is clear that the ellipticity is easily obtained directly. 
Again, many results are given in terms of the major diameter. Since we. 
are interested in deformations from circular, and in such deformations the 
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perimeter remains constant, while the major diameter changes, we have 
expressed our results in terms of an average diameter, defined as 


D= perimeter 
ae 


Figure 5 shows the ellipse and various relations of interest. 


P=PERIMETER 


beceseg-e= 


(DISTANCE BETWEEN FOCI) 





@= ECCENTRICITY=<o 
E=evupricity=2=b) b=a \j1-e2 =a(i-E) 
A= AREA=Trab A=tra2\i—e2 =Tra2 (1-£) 


D = “AVERAGE” DIAMETERS 


Fig. 5—The ellipse 
Elliptic Coordinates and Functions 


The elliptic coordinate system is shown on Fig. 6. Following Stratton," 
we have used é in place of the table’s 2, since we-wish to use 2 as the coor- 
dinate along the longitudinal axis. Stratton also uses 7 = cos¢as the angu- 
lar coordinate; this is frequently convenient. 

Analogous to cos £@ and sin (6 in the circular case, there are even and 
odd* angular functions, denoted by 


“‘S(c, cos ¢) and °S/(c, cos ¢) 


which reduce to cos £0 and sin ¢@ respectively when c—>0. Similarly, there 
are even and odd* radial functions, denoted by 


“J kc, &) and °J,(c, &) 


* For ¢ = 0, only even functions exist. 
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which both reduce to J;(kip) when c > 0. In the above, c is a parameter 
related to the ellipticity.* The tables do not give values of the functions, 
but rather give numerical coefficients 


Df, and F‘, 


of expansions in series of cosine, sine and Bessel functions, which permit one 
to calculate the elliptic cylinder functions. The coefficients, of course, 





Fig. 6—Elliptic coordinate system 


depend on the parameter c; the largest value of ¢ in the tables is 4.5, which 
corresponds to an ellipticity of 39% in a cylinder operating in the TE O1n 
mode.** For this case, Bessel functions up to Ji2(x) and J. 12(%) are needed 
for calculating the radial function. It is clear that calculations on elliptic 
cylinders have not been put on a simple basis. 

* Not to be confused with ¢ = velocity of electromagnetic waves; the symbol c is 
here carried over from the published tables. 

** An ellipticity of 39% means that the difference between maximum and minimum 


diameters is 39% of the maximum diameter. For a given c, the ellipticity depends on 
the mode. : 2 = 
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Field Equations 


The equations for the fields are easily obtained from section 6.12 of 
Stratton’s book, and are given in Table II, which is self-explanatory, except 
for the quantity c, which we now proceed to discuss. 

Resonant Frequencies 


The elliptic cylinder has the major diameter, 2a, and the focal distance, 
a 

2co. The equation of its surface is then expressed by & = = On 
0 


this surface, E, must vanish. This requires that “Jj(c, a) = 0 for TE 
modes and that *°J,(c, a) = 0 for TM modes. The series expansions are . 
in terms of cf as variable. Let co = rm OF rym be the roots of the above 


: Cc r , oer ? : 
equations. Then ad: (dropping the subscripts ¢, m). Now, in working 
0 
out the solution of the differential equations, it turned out that ¢ = cok. 


° . . T . 
Here k, is one component of the wave number, kf. Hence ky = a Further- 


: ne : co c ase . 
more, the eccentricity ise = — =-. The indicated procedure is: 1) choose 
ar 


a value of c; 2) find the various values of r for which the radial function or 
its derivative is zero; 3) then calculate the corresponding eccentricity and 
resonant frequency. Notice that for a given value of c, the values of r 
will depend on the mode, and hence so will the eccentricity. 

We now wish to express our results in terms of the ellipticity and the 
average diameter. ‘To convert eccentricity to ellipticity, we use 


E=1-vV1i—e. 


The perimeter of the ellipse is given by P = 4a(e) where E(e) is the com- 
plete elliptic integral of the second kind.tT 
In terms of the average diameter we find 


= : jae 





or calling the quantity in brackets s, ki = 5 . This is now in the same form 
as k; for a circular cylinder of diameter D. The quantity s is the recipro- 
» 
1 of Chu’s =. 
cal of Chu’s 3 


TIt is recalled that 





kas 
» 


~~ kas 


tt This is tabulated as E(a) in Jahnke & Emde, p. 85, with a = sin-te. 
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We have calculated and give in Table III values of r, e, E and s for several 
values of c and for a few modes of spccial interest. For three cases, °*TE 01, 
eTM 11 and °TM 11, we have determined an empirical formula to fit the 
calculated values of s. These are also given in Table III. 


TABLE II. Ettreric CyLInDER FIELDS 




















TE Modes 
. 1 =a 2 , 
k /* v it Se(c, J lc, &) sin ky z cos wt 
€ q 
: 2 1 , =, 
E, = k 4/* Mea! Selc, n)J ec, £) sin ky z cos wt 
€ . 
2 1 , 
Hy = ks ve Sele, n)J elc, §) cos kz 2 sin wt 
H, = jp VEae ul Src, n)J ec, £) cos k32 sin wt 
H, = ki Selo, J ¢lc, £) sin ksz sin wt 
TM Modes 
2 1 , 
E; = —k; wT Sele, n)J e(c, €) sin ky cos wt 
1— 
E, = nia? ; ® SH, n)J ¢(c, &) sin ks 2 cos wt 
Ez, = ki Sec, n) J glc, &) cos kz cos wt 
1-— 
H: = —k Nae VE tlc, nJ ec, £) cos k3z sin wt 
H,=k if am Sec, n)Je(c, £) cos ksz sin wt 
b 
Notes: 


Derivatives are with respect to £ and 7. 
Sgand J, carry prefixed superscripts, e or 0, since they may be either even or odd. 


g = oV/2 — C= cok, 


eam un 


ae b= k= ki + BR} 


2co is distance between foci of ellipse. 
a is the semi major diameter of the ellipse. 
Tym is the value of c& that makes 


J y(c,&) = 0 for TM modes 
J7(c,£) = 0 for TE modes. 
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TABLE III Root VAtuEs or RADIAL ELLivTic CYLINDER FUNCTIONS 












































Mode ¢ r e€ E s 
‘TE 01 0 3.8317 0 0 3.8317 
0.2 3.8343 0.05216 0.001361 3.8317 
0.4 3.8423 0.10410 0.005434 3.8318 
0.6 3.8558 0.15561 0.012181 3.8324 
0.8 3.8753 0.20643 0.021539 3.8337 
1.0 3.9015 0.25631 0.033406 3.8366 
1.2 3.9349 0.30496 0.047636 3.8417 
1.4 3.9763 0.35209 0.064033 3.8500 
1.6 4.0264 0.39738 0.082346 3.8624 
2.0 4.154 0.4814 0.12351 3.902 
3.0 4.634 0.6474 0.2378 4.101 
4.0 5.29 0.756 0.346 4.42 
4.5 5.66 0.795 * 0.393 4.62 
s = 3.8317 + 4.33 2 + 1.9B3 
‘TM 11 0 3.8317 0 0 3.8317 
0.2 3.8330 0.05218 0.001362 3.8304 
0.4 3.8370 0.10425 0.005449 3.8265 
0.6 3.8436 0.15610 0.012259 3.8201 
0.8 3.8532 0.20762 0.021791 3.8113 
1.0 3.8658 0.25868 0.034036 3.8003 
1.2 3.8818 0.30913 0.048981 3.7874 
1.4 3.9015 0.35884 0.066599 3.7727 
1.6 3.9253 0.40761 0.086844 3.7568 
4.5 5.13 0.878 0.520 3.91 
s = 3.8317 — 0.960F + 1.12 
oTM 11 0 3.8317 0 0 3.8317 
0.2 3.8356 0.05214 0.001361 3.8330 
0.4 3.8474 0.10397 0.005419 3.8370 
0.6 3.8670 0.15516 0.012111 3.8436 
0.8 3.8944 0.20542 0.021326 3.8530 
1.0 3.9298 0.25446 0.032918 3.8654 
1.2 3.9731 0.30203 0.046701 3.8809 
1.4 4.0243 0.34788 0.062462 3.8997 
s = 3.8317 + 0.95E + 2.2F? 
¢TE 22 0 6.706 0 0 6.706 
0.4 6.712 0.0596 0.00178 6.706 
0.8 6.729 0.1189 0.00709 6.705 
1.2 6.756 0.1776 0.01590 6.702 
1.6 6.788 0.2357 0.02817 6.693 
2.0 6.826 0.2930 0.04389 6.677 
°TE 22 0 6.706 0 0 6.706 
0.4 6.712 0.0596 0.00178 6.706 
0.8 6.730 0.1189 0.00709 6.706 
1.2 6.762 0.1775 0.01587 6.708 
1.6 6.810 0.2350 0.02799 6.715 
2.0 6.877 0.2908 0.04323 6.729 





Superscripts ¢ and o on mode designation signify even and odd. 
c is parameter used in the Tables (Stratton, Morse, Chu, Hutner, “Elliptic Cylinder 


and Spheroidal Wave Functions”) 
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Mode ¢ r € E s 
‘TE 32 0 8.015 0 0 8.015 
0.4 8.020 0.0499 0.00124 8.015 
0.8 8.035 0.0996 0.00497 8.015 
1.2 8.059 0.1489 0.01115 8.014 
1.6. 8.093 0.1977 0.01974 8.013 
2.0 8.135 0.2459 0.03070 8.010 
°TE 32 0 8.015 0 0 8.015 
0.4 8.020 0.0499 0.00124 8.015 
0.8 8.035 0.0996 0.00497 8.015 
1.2 8.060 0.1489 0.01115 8.015 
1.6 8.097 0.1976 0.01972 8.018 
2.0 8.146 0.2455 0.03061 8.022 
‘TM 01 0 2.4048 0 
0.2 2.4090 0.08302 
0.4 2.4216 0.16518 
0.6 2.4431 0.24559 
0.8 2.4739 0.32337 
1.0 2.5149 0.39762 
‘TE il 0 1.8412 0 
0.2 1.8416 0.10860 
0.4 1.8430 0.21704 
0.6 1.8452 0.32516 
0.8 1.8484 0.43280 
1.0 1.8527 0.53975 
Notes: 


r is the value of the argument which, for TM modes, makes the radial function zero 
and, for TE modes, makes its derivative zero. 


e is the eccentricity of the ellipse; 
_ distance between foci 
= major diameter 

E is the ellipticity ofthe ellipse; 


ne major diameter 


difference between major and minor diam. 


s is the root value, referred to the “average diameter”; it is related to r by: 


r perimeter 
aw major diameter 


The quantity s is also related to the cutoff wavelength in an elliptical wave guide 


according to: 


_ perimeter of guide 
~~ cutoff wavelength 


Resonator Q 


Although the calculation of the root values is straightforward and not 
overly laborious, the same cannot be said for the integrations involved in 
the determination of resonator Q. The procedure is obvious: The field 
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equations are given; it is only necessary to integrate H?dr over the volume 
and H?’do over the surface and get Q from 


2 
Fs 


Tide H'de 


with 6 = skin depth, a known constant. Unfortunately the integrations 
cannot at present be expressed in closed form. A numerical solution can 
be obtained by a combinaticn of integration in series and of numerical 
integration. 

The calculations have been made for the “TE 01 mcde with c = 2.0, for 
which r = 4.154. This value of c corresponds in this case to an ellipticity 
of about 12%; in a 4” cylinder this would amount to 1/2” difference between 
largest and smallest diameters. Evaluation™ of the integrals yields: 


[ wa 
Vv 


H’ do 
S 


(16) 


I 


12.307 #3L + 12.294 RIL 


49.228 k2 + 0.1619 R,k2L + 6.6847 BL 


Substituting 2; = ree and ks = a one obtains, finally 





05 = 04m! D( 1 + 0.1622 n?R? ) 


1 + 0.0039 2?R? + 0.1529 n2R? 
For a circular cylinder, 


1 + 0.1681 oe): 


CaS ne o(; + 0.1681 1?R3 


Comparison of these two formulas for Q6 shows that the losses in the end 
plates (?R* term) are less with respect to the side wall losses in the ellip- 
tical cylinder. The net loss in Q6, as described by the reduction in the mul- 
tiplier from 0.5 to 0.471, is thus presumably ascribable to an increase in side 
wall losses (stored energy assumed held constant). The additional term 
in 2?R? in the denominator is responsible for the difference in the attenuation- 
frequency behavior of elliptical vs circular wave guide as shown by Chu, 
Fig. 4. Incidentally, these results agree numerically with those of Chu. 


* Numerical integration was by Weddle’s rule; intervals of 5° in g and 0.1 in « were used. 
The calculations were made by Miss F. C. Larkey. 
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Corresponding expressions for the resonant wavelength are 


_ xD 0.805 D 
ae y/1+ (2) = ~ V1 + 0.1622 1R? 
| 2sL 
0.820 D 





re = 7/1 + 0.1081 PR? 
As an example, take 7 = 1, R = 1, then 
(Circular) Q.6 = 0.500 D Ne = 0.759 D 
(Elliptical) Q6 = 0.473 D r 0.747 D 
Ratio = 0.946 Ratio = 0.984. 


Conclusions 


The mathematics of the elliptic cylinder have not yet been developed to the 
point where the design of cavities of large ellipticity could be undertaken. 
On the other hand, sufficient results have been obtained to indicate that the 
ellipticity in a cavity intended to be circular, resulting from any reasonable 
manufacturing deviations, would not have a noticeable effect on the reso- 
nant frequencies or Q values, at least away from mode crossings. 


FuLL CyLINDRICAL COAXIAL RESONATOR 


The full coaxial resonator has been of some interest because of various 
suggestions for the use of a central rod for moving the tuning piston in a 
TE O1n cavity. 

The cylindrical coaxial resonator, with the central conductor extending 
the full length of the resonator, has modes similar to the cylinder. In 
fact, the cylinder may be considered as a special case of the coaxial. The 
indices ¢, m, 2 have much the same meaning and the resonant frequencies 
are determined by the same equation (1). However, now the value of r 
depends in addition (see Fig. 1) upon y, where 


__ diameter inner conductor 
diameter outer conductor 


b 
= 

The problem now arises of how best to represent the relations between 
f,a,band L. The r’s depend on 7; so one possibility is to determine their 
values for a given 7 and then construct a series of mode charts, one for each 
value of 7. 

A more flexible arrangement is to plot the values of r vs 7 and allow 
the user to construct graphs suitable for the particular purpose in hand. 
An equivalent scheme has been used by Borgnis.%® 


It turns out that as y > 1, r(1 — ») — mm, for the TM modes and the 
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TE Omn modes, and r(1 — 74) — (m — 1) for all other TE modes. For 
the former modes, r becomes very large as 7 — 1, that is, as the inner con- 
ductor fills the cavity more and more, the frequency gets higher and higher. 
For the TE f1n modes, however, as the inner conductor grows, the fre- 
quency falls to a limiting value. This is discussed in more detail by 
Borgnis.18 

. Figure 7 shows r(1 — n) vs 7, for a few of the lower modes; the scale for 7 
between 0.5 and 1.0 is collapsed since this region does not appear to be of 
great engineering interest. A different procedure is used for the roots of 
the TE fin modes. Figure 8 is a direct plot of r vs 7 for a few of the lower 
modes. In this case,r— fas y— 1. 


Distribution of Normal Modes 


The calculation of the distribution of the resonant modes for the coaxial 
case follows along the lines of that for the cylinder, as given previously. 
The difference lies in the distribution of the roots 7, which now depend upon 
the parameter 7. The determination of this latter distribution offers 
difficulties. ‘There is some evidence, however, that the normal modes will 
follow, at least to a first approximation, the same law as the cylinder, viz.: 


V 
N = 44 3 


with some doubt regarding the value of the coefficient. 


Q : in Coaxtal Resonator 
The integrations needed to obtain this factor are relatively straightfor- 
ward, but a little complicated. The final results are given in Fig. 1. 
The defining equation is (16); the components of H are given in Fig. 1. 
The integrations can be done with the aid of integrals given by McLachlan” 
and the following indefinite integral: . 


i E oS) + ze) | a dx 


=F [2p + 22O2 + 24) (1-9)| 


2 


which can be verified by differentiation, remembering that y = Z,(x) is a 
1 £ 
: vw” +f fe 
solution of y" + red a (1 4) y = 0. 
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An investigation needs to be made of the behavior of the formulas as 
n — 0 before any conclusion may be drawn regarding their blending 
into those for the cylinder. For TE modes with ¢ = 0, the term involving 


— disappears, hence no question arises. Consider then ¢ > 0, and let 
n 


x = yr for the discussion following. From expansions given in McLachlan, 
it is easy to show that, for small « 


yee) = EDI ve) = 2 (8) 
f-1 


x x 
2¢(€ — 1)! 


‘4 
Jt(x) = ara Jt(x) = 


Since, from Fig. 1, 


Ye(r) Ver) Ye(x) 
it is found, upon substitution of the approximations given above: 


Que 
ZE(x) = waa 5 
That is, Ze(x) ~ «and hence > 0as2—0. Furthermore Z¢(r) remains 


finite as 7 > 0. Hence H ~ x and af ~ x" Therefore, for £ > 0, 
n 

7 —Oasy— 0. 

n 


: 6 , 
Hence, the expression for Q x for the coaxial structure reduces to that for 


the cylinder, for any value of f, in the TE modes. 
For the TM modes, and for ¢ > 0, an entirely similar argument shows 


: ; ; 5 
that H’ remains finite as 7 ~ 0. Hence, the expression for Q x for these 


modes also reduces to that for the cylinder. 
For the TM modes, and with f = 0, we have 


VY, (x) 


Zo(x) = —Ji(x) + Jo(x) Vay 





For x — 0, J;(x) — 0 and Jo(x) — 1, hence for small x, 


VY; (x) 


Zo(x) = Yo(x) © 
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Now substitute the approximate values of the Y for small x. The result is 
1 
x log — 
3) 


Since Zo(r) is finite, it follows that 
1 


U ~~ 
- x (1 «\" 
a) 
‘and it is easily shown that 7H’ —> © asmy—>0. On the other hand, 7?H' > 


O0asy7—0. Hence, QO : — 0Oasy—0. On the other hand, for 7 = 0,a 
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Fig. 9—Coaxial resonator. TE 011 mode Contour lines of os 


perfect cylinder exists whose oS is not zero. It is concluded that the ex- 
pression for oS does not apply for small 7 for the TM modes with ¢ = 0. 


5% , 6 
Thus it is seen that the expressions for the factor (Q ~) reduce to those 


given for the cylinder, when 7 = 0, except for TM modes with ¢ = 0. 
For these latter cases, the factor approaches zero as 4 approaches zero, 
because 7H’ increases without limit. This means that an assumption 
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Fig. 11—Coaxial resonator. TM 011 mode Contour lines of 0° 
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which was made in the derivation of the Q values is not valid for small 7; 
that is, the fields for the dissipative case are not the same as those derived 
on the basis of perfectly conducting walls. 

The expressions for the factor are rather complicated, as it depends on 
several parameters. When a given mode is chosen, the number of param- 


eters reduces to two, 7 and R. Contour diagrams of QO : vs nand K are 
given on Figs. 9, 10, 11 and 12 for the TZ 011, TE 111, 7M 011 and TM 111 
0.50 
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Fig. 12—Coaxial resonator. TM 111 mode Contour lines of Os 


modes. As mentioned above, the true behavior of Q : for the TM 011 


mode for small 7 is not given by the above formula, so this contour diagram 
has been Jeft incomplete. 


Fins IN A CAVITY RESONATOR 


The suppression of extraneous modes is always an important problem 
in cavity design. Among the many ideas advanced along these lines is the 
use of structures internal to the cavity.. 

It is well known that if a thin metallic fin or septum is introduced into a 
cavity resonator in a manner such that it is everywhere perpendicular to 
the E-lines of one of the normal modes, then the field configuration and 
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frequency of that particular mode are undisturbed. For example, Fig. 13 
shows the #-lines in a TE 11m mode in a circular cylinder. : If the upper 
half of the cylinder wall is replaced by a new surface, shown dotted, the 
field and frequency in the resulting flattened cylinder will be the same as 


NEW SURFACE PERPENDICULAR 
TO E-LINES LEAVES REST OF 
FIELD AND FREQUENCY UNALTERED 
! 


Fig. 13—£ Lines in TE 11” mode 
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Fig. 14-——“TE 01n” mode in half-cylinder 


before. 
_ indicated in the figure. 


Indeed, they will also be the same in the crescent-shaped resonator 


Except for isolated cases, all the other odes of the srizibal cylinder will 


be perturbed in frequency since the old fields fail to satisfy the boundary 


conditions over the new surface. 


Furthermore, if the original cylinder was 
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circular, its inherent double degeneracy will be lost and each of the original 
modes (with minor exceptions) will split into two. 

Although the frequency and fields of the undisturbed mode are the 
same, the Q is not necessarily so. For example, Fig. 14 shows a “TE 01n 
mode”’ in a half cylinder.* 


It is easy to calculate O° for this case. The result is 


bor (1 + p?R)*? 
Ol" it PR + ht epe a7) 


in which 
Ky; = 1.290 Ke = 0.653. 


Here K; and Ke are constants which account for the resistance losses in 
the flat side. For the full cavity, shown dotted‘in Fig. 14, eq. (17). holds 
with Ki; = Ke = 0. If the circular cavity has a partition extending from 
the center to the rim along the full length, (17) holds with the values 
of K, and Ke halved. If a fin projects from the rim partway into the in- 
terior, still other values of K; and Ke are required. It is a simple matter 
to compute these for various immersions; Fig. 15 shows curves of Ki and 
Ke. The following table gives an idea of the magnitudes involved: 


MODE: TE 0,1,12 R= 04 


Fin, % a of Ratio 
0% 2.573 1.0° 
10 2.536 985 
20 2.479 965 
50 2.04 19 
100 1.47 57 


~The question now is asked, ‘‘Suppose a longitudinal fin were used, small 
enough to cause only a tolerable reduction in the Q. Would such a fin 
ameliorate the design difficulties due to extraneous modes?” 

Some of the effects seem predictable. All modes with £ > 0 will be split 
to some extent, into two modes of different frequencies. Consider the 
TE 12n mode, for example. There will be one mode, of the same frequency 
as the original whose orientation must be such that its £-lines are perpendicu- 
lar to the fin. The Q of this mode would be essentially unchanged. There 
will be a second mode, oriented generally 90° from the first, whose E-lines 
will be badly distorted (and the frequency thereby lowered) in the vicinity 


* Solutions for a cylinder of this cross-section are known and all the resonant fre- 
quencies and Q values could be computed, if they had any application. 
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of the fin. It would be reasonable to expect the Q of this mode to be appre- 
ciably lowered because of the concentrated field there. If two fins at 90° 
were present, there would be no orientation of the original TH 127” mode 
which would satisfy the boundary conditions. In this case both new modes 


° ° ° 


VALUES OF Kk; (SOLID CURVE) OR K> (DOTTED CURVE) 
oO 
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Fig. 15—Constants for calculation of Q of TE 01n mode in cylinder with longitudinal 
fin. 


would be perturbed in frequency from the original value. If both fins were 
identical, the perturbations would be equal and a double degeneracy ensue. 
Similar effects would happen to the other types of modes. 

The major advantage derivable from such effects would appear to be in 
extraneous transmissions. The fin serves to orient positively the fields in 


442 BELL SYSTEM TECHNICAL JOURNAL 


the cavity, and the input and output coupling locations can then be appro- 
priately chosen. On the basis that internal couplings are responsible for 
mode crossing difficulties, one might hazard a guess that a real fin would 
increase such couplings. 

Another application of fins might be in a wave guide feed in which it is 
desired to establish only a TE Om wave. In this case, Q is not so important 
and larger fins can be used. If these extended virtually to the center and x 
of them were present (with uniform angular spacing) all types of wave trans- 
mission having ¢ less than «/2, x even or £ less than x, « odd, would be sup- 
pressed. This use of fins is an extension of the wires that have been 
proposed in the past. 


CONCLUSION 


It is hoped that the foregoing, which covers some of the theoretical work 
done by the author during the war, will be of value to other workers in 
cavity resonators. There is much that needs to be done and hardly time 
for duplication of effort. 
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Precision Measurement of Impedance Mismatches 
in Waveguide 
By ALLEN F. POMEROY 


A method is described for determining accurately the magnitude of the reflection 
coefficient caused by an impedance mismatch in waveguide by measuring the 
ratio between incident and reflected voltages. Reflection coefficients of any 
value oN than 0.05 (0.86 db standing wave rane) can be measured to an accuracy 
of +—& 


ONG waveguide runs installed in microwave systems are usually 

composed of a number of short sections coupled together. Although 

the reflection at each coupling may be small, the effect of a large number in 

tandem may be serious. Therefore, it is desirable to measure accurately 
the very small reflection coefficients’ due to the individual couplings. 

A commonly adopted method for determining reflection coefficients in 
phase and magnitude in transmission lines has been to measure the standing 
wave ratio by means of a traveling detector. Such a system when carefully 
engineered, calibrated and used is capable of good results, especially for 
standing waves greater than about 0.3 db. 

Traveling detectors were in use in the Bell Telephone Laboratories in 
1934 to show the reactive nature of an impedance discontinuity in a wave- 
guide. A traveling detector was pictured in a paper’ in the April 1936 
‘Bell System Technical Journal. Demonstrations and measurements using 
a traveling detector were included as part of a lecture on waveguides by 
G. C. Southworth given before the Institute of Radio Engineers in New 
York on February 1, 1939 and before the American Institute of Electrical 
Engineers. in Philadelphia on March 2, 1939. 

Methods for determining the magnitude only of a reflection coefficient 
by measuring incident and reflected power have been developed by the Bell 
Telephone Laboratories. A method used during World War II incorporated 
a directional coupler’. The method described in this paper is a refinement 
of this directional coupler method and is capable of greatly increased accu- 
racy. It uses a hybrid junction‘ to separate the voltage reflected by the. 
mismatch being measured from the voltage incident to the mismatch. 
Each is measured separately and their ratio is the reflection coefficient. 

The problem to be considered is the measurement of the impedance 
mismatch introduced by a coupling between two pieces of waveguide due to 
differences in internal dimensions of the two waveguides and to imperfec- 
tions in the flanges. The basic setup might be considered to be as shown 
in Fig. 1. The setup comprises a signal oscillator, a hybrid junction, a 
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calibrated detector and indicator, a termination Z’, a piece of waveguide 
EF (the flange E of which is to be part of the coupling BE to be measured) 
and a termination Z inserted into the waveguide piece EF so that the 
reflection coefficient of the coupling BE alone will be measured. In addi- 
tion a fixed shorting plate should be available for attachment to flange B. 
Four cases are considered: 
I. Termination Z and Z’ perfect, only one coupling on hybrid junction. 
II. Termination Z imperfect, termination Z’ perfect, only one coupling 
on hybrid junction. 
III. Termination Z perfect, four couplings on hybrid see 
IV. Termination Z imperfect, four couplings on hybrid junction. 


SIGNAL 
OSCILLATOR 









TERMINATION 2’ TERMINATION Z 







CALIBRATED 
DETECTOR & 
INDICATOR 


Fig. 1—Block schematic for cases I and IT. 


It is assumed in all cases that: 

1. The hybrid junction has the properties as defined in the discussion of 
case I. 

2. The signal oscillator absorbs all the power reflected through arm A of 
the hybrid junction. 

3. The calibrated detector and indicator absorb all the power transmitted 
through arm C of the hybrid junction. 

4, The oscillator output and frequency are not changed when the hybrid 
junction arm B is short-circuited. 

5. The attenuation of waveguide may be neglected. 


I. TERMINATION Z AND Z’ PERFECT, ONLY ONE COUPLING ON 
HYBRID JUNCTION 


In this case the hybrid junction, termination Z’ and termination Z,. 
as shown in Fig. 1, are all considered to be perfect. This means for the 
hybrid junction that its electrical properties are such that the energy from 
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the oscillator splits equally in paths AD and AB. The half in AD is com- 
pletely absorbed in the perfect termination 2’. The half in AB is partly 
reflected from the impedance mismatch due to the waveguide coupling BE 
and the remainder is absorbed in the perfect termination Z. Again due to 
the properties of the perfect hybrid junction, the impedance presented by 
the arm B when arms A and C are perfectly terminated is also perfect, 
and the reflected energy from waveguide coupling BE splits equally in 
paths BA and BC. The part in BA is absorbed by the oscillator. The 
part in BC representing the voltage reflected from the coupling BE is meas- 
ured by the calibrated detector and indicator. The magnitude of the inci- 
dent voltage may be measured when the waveguide piece EF is ia saci 
by the fixed shorting plate. 

It is convenient to measure voltages applied to the calibrated detector 
and indicator in terms of attenuator settings in db for a reference output 
indicator reading. Then the ratio expressed in db between incident and 
~ reflected voltages (hereafter called W) is 


Wz (due to the coupling BE) = Ai — Ag (1) 
where A; is attenuator setting for incident voltage and Ag is attenuator 
setting for reflected voltage.. 


Both reflection coefficient and standing wave ratio may be expressed in 
terms of W. For if 


X = voltage due to incident power (2) 


and Y = voltage due to reflected power, (3) 
then reflection coefficient = = (4) 
: xX{[+|Y| 3 
and voltage standing wave ratio = [x14 1¥ | (5) 
: [xf=]r) 
|X] 
Since W(db) = 20 logis (6) 


|¥| 


1 + antilog rm 
then in db, standing wave ratio = 20 logio aa (7) 
—1 + antilog 70 


Standing wave ratio plotted versus W is shown in Fig. 2. Reflection coeffi- 
cient versus W can be found in any ‘“‘voltage ratios to db” table. 


II. TERMINATION Z IMPERFECT, TERMINATION Z’ PERFECT, ONLY ONE 
COUPLING ON HYBRID JUNCTION 
In Fig. 1, if the termination Z is not perfect, there will be two reflected 
voltages from branch B. The vector diagram of the voltage at C might be 
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represented as in Fig. 3, where vector 0-1 represents the voltage reflected 
from coupling BE and vector 1-2 represents the voltage reflected from the 
termination Z. To make measurements, termination Z should be movable 


40 
ae ea AS RES aR (ae ee ee, a a De 


SWR IN DB 


0.2 





W IN DOB 
Fig. 2—Standing wave ratio (SWR) versus W. 


and the magnitude of its reflection coefficient be the same at a given position 
of rest for either direction of approach, and be the same for positions of rest 
over an interval of a half a wavelength in waveguide. 

The reflected voltage is measured twice, once for minimum output as the 
position of the termination Z is adjusted and again for maximum output. 
Then 


Vinin = Vs — Vz and Vinx = Vit Vz (8) 
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where V, is voltage reflected from coupling BE and YV,, is voltage reflected 
from termination Z. 
Equations (8) can be solved for V, and V, for 


V max + V ain and Vv == Vag a V nin 


f= 
m 2 2 


(9) 


The incident voltage is measured as before. Therefore, using equation (6) 


W’ = 20 log | Vo and W” = 20 log 


10 
A (10) 








where W’ is due to coupling BE, W” is due to termination Z and Va is 
incident voltage. 





Se ee 


Fig. 3—Vector diagram of voltages reflected from coupling BE and termination Z. 


A more practical solution involving only addition, subtraction and the 
use of the characteristics in Fig. 4 is now presented. The settings of 
the detector attenuator for incident voltage, minimum output and maxi- 
mum output might be A,, A3and Aq. 





Then W3 = A, — AzandW4= A,— Ag (11) 
Va |Va| 
But W3 = 201 ae ee and Wa, = 20 log —~—~—— 12 
Bee she Yel pee leva. 
| , 
. 1 + antilog — 
and W3 — Ws, = 20 log [Vol + | Ve = 20 ioe (13) 
pa Sale of Ue antlioge 
5 20 
where 20 log | Vo | =T= WwW" — W' _ (14) 
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Fig. 4—F’; ’ PF, and W3 — Ws 


There is an F(T) = 20 log ( ie tent 
. antilog 55 





aud an F(T) = 20 log ——_— (15) 
ae a a 
tilog =~ 
| 20 
such that W’ = W,+ F, = W;-— Fy 
W"=T4+M+h=T+W3-Fo (16) 
and Fi+ fF; = W;— W, 
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‘Figure 4 shows F,, Ff, and their sum W; — W4 plotted versus T. It may 
be noted that W; — W, versus T has the same values as SWR versus W 
in Fig. 2. . | 

Using equations (16) and Fig. 4, W’ and W” may be evaluated for the 
particular values of W3; and W, in equation (11). In the evaluation, if 
there is uncertainty as to which reflection coefficient belongs to the wave- 
guide coupling BE and which belongs to the termination 7, a termination 
with a different magnitude of reflection coefficient should be used and the 
technique repeated. The reflection coefficient which is the same in the 
two cases is of course that due to the waveguide coupling BE. 
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Fig. 5—Block schematic for cases III and IV. 


It is assumed in the above solution that multiple reflections between 
the two impedance mismatches are inconsequential. Appendix A outlines 
a procedure for evaluating the maximum probable error due to multiple 
reflections. 


III. TERMINATION Z PERFECT, Four CoupLincs ON HysBrip JUNCTION 


In this case the setup might be as shown in Fig. 5. This setup differs 
from that shown in Fig. 1 in that the hybrid junction has four couplings 
shown, termination Z’ has been replaced by a variable attenuator and a 
movable shorting piston, and the waveguide coupling FG is to be measured 
instead of coupling BE. The hybrid junction and the termination Z are 
assumed to be perfect as defined for case I. 

Since it is the object of the measuring method to measure impedance 
mismatches in branch B; it is desirable to make the voltage at C depend only 
on power reflected from branch B. This is accomplished by adjusting 
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branch D so that the voltages due to the flanges of the hybrid junction are 
cancelled. 

The vector diagram of the voltage at C might be represented as in Fig. 6. 
Vector 0-1 represents the voltage at C when input is applied to A, due to 
the impedance mismatch at the coupling BE. Vector 1-2 represents that 
due to the mismatch at coupling D. Vector 2-3 represents that due to 
the mismatch at the variable attenuator, (which will usually change in 
magnitude and probably in phase for different settings). Vector 3-0 repre- 
sents the voltage at C due to the cancelling voltage from the branch D. 
Its phase can be varied by changing the position of the movable shorting 
piston. Its magnitude can be varied by changing the setting of the variable 
attenuator. When the adjustment is accomplished effectively no power 
reaches the detector. It is necessary that the reflection coefficients of 


O 3 


Fig. 6—Vector diagram of voltages at terminal C. . 


couplings A, B, and C be small so that multiple reflections caused by them 
will not affect the accuracy of measurement. 

The reflected power from coupling FG may be measured when wave- 
guide GH is connected to waveguide EF as shown in Fig. 5 and termination 
Z is located within waveguide GH. The detector attenuator setting might 
be As. The incident power may be measured as before when termination 
Z is withdrawn from the waveguide EF and the piece of waveguide GH is 
replaced by a fixed shorting plate. 


Ws (due to reflection coefficient of the coupling FG) = A; — As (17) 


IV. TERMINATION Z IMPERFECT, Four CoupLincs on Hyprip JuncTION 


In Fig. 5 if the movable termination Z is not perfect, there will be two 
reflected voltages in branch B when the adjustment is being made. The 
vector diagram of the voltage at C might be as in Fig. 7. This is the same 
as Fig. 6 except that a new vector 0-5 represents the voltage due to the 
mismatch of the movable termination Z. The adjustment is accomplished 
the same as in the last section except that the criterion is to have no change 
in detector output as the movable termination Z is moved axially over a 
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range of a half a wavelength in waveguide. As for the last case it is neces- 
sary that the reflection coefficients of the couplings A, B and C be small if 
good accuracy is desired. 

When measuring the coupling FG the procedure and evaluation are the 
same as for case II. . \ 

Part of a laboratory setup as used at about 4 kilomegacycles is shown in 
Fig. 8. It includes a hybrid junction, a variable attenuator, a movable 
shorting piston, a straight section of waveguide and a movable termination 
which consists of a cylinder of phenol resin and carbon with a tapered section 
at one end. It is mounted in a phenolic block so that it may be moved 
axially in the wave guide. 





Fig. 7—Part of a laboratory setup as used at 4 kilomegacycles. 


In cases III and IV if the hybrid junction has ‘“‘poor balance” so that 
voltage appears at C when input is applied to arm A even though B and D 
are perfectly terminated, the adjusting procedure will cancel this voltage 
as well. Measuring accuracy will not be impaired provided the other 
assumptions are fulfilled. 


MEASURING W—A FITTING WuicH DoEes Not ApMiIt OF MEASURING 
Eacu END SEPARATELY 


A piece with a configuration unsuited to the preceding technique may be 
measured by connecting it between two straight pieces of waveguide such 
as between flanges F and G in Fig. 5. The W:due to the vector sum of 
the reflection coefficients of the coupling at one end, any irregularities and 
the coupling at the other end, is measured. Due to the distance between 
the mismatches, the vector sum will vary over the frequency band of 
interest. 


_ Fig. 8—Vector diagram of voltages at terminal C when termination Z is not perfect. 





455 


456 BELL SYSTEM TECHNICAL JOURNAL 


ACCURACY 


There are three important sources of error. The first is lack of proper 
adjustment. The second is that due to the detector attenuator calibration. 
The third is that due to multiple reflections. 

Experience and care can almost eliminate the first source. The second 
source may have a magnitude of twice the detector attenuator calibration 
error. In equations (1) and (17) this is readily apparent. The evaluation 
of W using equations (16) introduces negligibly more error provided W3 — W, 
is made large by proper choice of the magnitude of the reflection coefficient 
of the termination Z. The possible errors due to multiple reflections be- 
tween the waveguide impedance discontinuity being measured and an 
imperfect termination are discussed in Appendix A. If the impedance 
presented by the arm B of the hybrid junction is not perfect, energy re- 
flected from the hybrid junction will be partly absorbed in the termination 
and cause an error in the measurement. If the magnitude of this reflection 
coefficient is known, the maximum error may be computed. 

If a detector attenuator calibration error of +0.1 db is assumed to be the 
only contributing error, it is possible to measure the W due to an impedance 
mismatch to an accuracy of -0.2 db provided the W is greater than 26 db. 
These numbers correspond to measuring a standing wave ratio of any value 
less than 0.86 db to an accuracy of +-0.02 dd or reflection coefficients of any 
value less than 0.05 to an accuracy of +2.5%,. 


APPENDIX A 


Maximum PROBABLE ERROR DUE TO MAGNITUDE OF REFLECTION 
COEFFICIENT BEING MEASURED WHEN MEASURING A 
WAVEGUIDE COUPLING 


The purpose of this appendix is to derive equations so that the maximum 
probable error due to multiple reflections may be calculated. The assump- 
tions may not be rigorous but the mathematical treatment appears to 
represent a reasonable approximation. It is assumed that there is no dissi- 
pation in waveguide EF, waveguide GH and in coupling FG. 

The electrical relations of the coupling FG and the movable termination 
Z might be represented as in Fig. 9, where Kz = characteristic impedance 
of waveguide EF and Ky = characteristic impedance of waveguide GH. 
The first few multiple reflections from the two discontinuities, coupling 
FG and termination Z, can be illustrated as in Fig. 10. 

Evaluation of the magnitudes of the reflections can be accomplished as 
outlined in paragraph 7.13, page 210 in the book ‘Electromagnetic Waves’”* 
by S. A. Schelkunoff. — 


* Published by D. Van Nostrand, Inc., New York City, 1943. 
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- FG Soon on 
Ka Kb WW 
a 
Fig. 9—Relation between coupling FG and termination Z. 
Fig. 10—Multiple reflections from two planes of discontinuity. 
V. = Incident voltage (18) 
-Voe=1Va (19) 
where 7 = ie (20) | 
V.= Vat Vo = Vial + 7) (21) 
Va= ey. =e V1 + 7) (22) 
Ve = 2Va=ze"Vitrn | (23) 
oe Zs 
where 3 = TZ, (24) 
Vy = eV, = 26 PV (1 + 1) (25) 


Vz = —1V, = 26 PV + 2)(—7) (26) 
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where —7 = Ko — Ke (27) 
Ka + Ke 
Vi = Ve t+ Vy = 26" V1 + (1 — 7) (28) 
Vi = e814, = ze PPV (1 + r)\(—r) (29) 
Vin = 2VE = Pe PP VAL + )(—7) (30) 
Vn = ec Ly,, = oe "Vit + )(—r) (31) 
Vp = —1V, = eV A(L + r)(—7)? (32) 
Ve = Vat Vp = 286 27,11 — )(—1) (33) 


For purposes of analysis it is now assumed that further multiple reflections 
are negligible. 


0 1 ; 3 2 





Fig. 11—Vector voltage diagram for maximum vector sum. 


O- 3 2 1 
Fig. 12—Vector voltage diagram for minimum vector sum. 
Equations (19), (28) and (33) are the reflected voltages that combine 


vectorially to be measured. If BL = 0, 7, 27, +++ uw then the vector 


voltage diagram might appear as in Fig. 11. If BL = eS OE 


a 
(2n — 1)x . ; tee 
ran age then the vector voltage diagram might appear as in Fig. 12. 


The following example illustrates the calculations involved in computing 
the errors due to the magnitude of the reflection coefficient being measured. 
The assumptions are such that an appreciable error is computed. If one 
assumes r = 0.316 and zg = 0.282, then from equation (6) W, = 10 db 
andW,=11db. In Figs. 11 and 12, 


vector 0-1 = r, vector 1-2 = 2(1 — 7°), vector 2-3 = r2°(1— 177) (34) 
then 
Wo-1 = 10 db, Wi» = 11.00 + 0.92 = 11.92 db, 
and We_3 = 10.00 +22.00 + 0.92 = 32.92 db (35) 


In order to evaluate vector 0-2 in Fig. 11 (the vector sum of vectors 0-1 
and’ 1-2), one calculates their difference 7. 


T = 11.92 — 10.00 = 1.92 db (36) 
For T = 1.92 db, F; = 5.10 db (37) 
therefore Wo_2 = 10.00 — 5.10 = 4.90 db (38) 


Fey 


(% me 
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In order to evaluate vector 0-3 in Fig. 11 (the vector difference of vectors 
0-2 and 2-3) one calculates their difference 7. 


T = 32.92 — 4.90 = 28.02 db (39) 
For T = 28.02 db, F, = 0.36 db (40) 
therefore Wo_3 = 4.90 + 0.36 = 5.26db= W, (41) 


In order to evaluate vector 0-2 in Fig. 12 (the vector difference between 
vectors 0-1 and 1-2), one uses T from equation (36). 


For T = 1.92 db, F, = 14.10 db . (42) 
therefore Wo_2 = 10.00 + 14.10 = 24.10 dd (43) 


In order to evaluate vector 0-3 in Fig. 12 (the vector difference between 
vectors 0-2 and 2-3), one calculates their difference T. 


T = 32.92 — 24.10 = 8.82 db (44) 
For T = 8.82 db, Fz = 3.93 db (45) 
therefore Wo-3 = 24.10 + 3.93 = 28.03 db = Wz (46) 
Using equation (16) 
W3 — W, = 22.77 db, T = 1.24 db, F, = 5.40 and therefore W = 9.66 db. 
Since we started by assuming W, = 10 db, the error amounts to 0.34 db. 
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Retarding field in drift space. 

Drift effectiveness factor (5.4). 

Conductance 

Reduced conductances (9.6), (9:12). 

Gap conductance of loaded resonator. 

Electronic conductance. 

Conductance at gap due to load. 

Conductance at gap due to resonator loss. 

Efficiency parameter (3.7). 

Maximum value of H for a given resonator loss. 

Radio-frequency current. 

Current induced in circuit by convection current returning across gap. 

D-C beam current. 

Resonator loss parameter (3.9). 

Radiation loss in watts/(degree Kelvin)¢ (k-2). 

Inductance. 

Characteristic admittance (a-8). 

Characteristic admittance of line. 

Short line admittance parameter (9.38). 

Drift time in cycles. 

Length of line in wavelengths (Section IX only). 

Transformer voltage ratio. 

Power. 

Equation (a-10). 

External Q (a-11). 

Unloaded Q (a-12). 

Surface resistance (a-2). 

Scaling factor (9.17). 

‘Temperature. 

Radio-frequency voltage. 

Potential in drift space (nee VI only). 

D-C beam voltage at gap. 

The repeller is at a potential (—V) with respect to the cathode. 

Work, energy (Appendix I). 

Reduced radian frequency (10.5). 

Bunching parameter (2.9). : 

Admittance. 

Circuit admittance. 

Electronic admittance. 

Load admittance. 

Resonator admittance. 

Impedance. 

Load impedance. 

Distance between grid wire centers. 

Separation between grid planes or tubes forming gap. 

Electronic charge (1.59 X 107!8 Coulomhs). 

Frequency. 

Factor relating to effective grid voltage (b-37). 

Radio-frequency convection current. 

Radio-frequency convection current returning across gap (c-4). 

Fundamental component of i2 . 

ml 

Boltzman’s constant (1.37 X 1073 joules/degree -: 

Conduction loss watts/degree C (k-14). 

Length. 

Mutual inductance. 

Electronic mass (9.03 x 10-2! gram sevens). 

ae mode number. The number of cycles drift is 7 + 2 for “optimum 
drift”. : 

Reduced power (9.5). 

Radius of grid wire, radius of tubes forming gap. 

Time, seconds. 

D-C velocity of electrons. 
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Total velocity (Appendix VIII only). 

Instantaneous gap voltage 

Real part of frequency (12.1). 

Coordinate along beam. » 

A rectangular coordinate normal to x. 
Half-separation of planes forming symmetrical gap. 
Magnitude of small signal electronic admittance. 

A rectangular coordinate normal to x (Appendix II). 
A variable of integration (Appendix VI). 

Negative coefficient of the imaginary part of frequency (12.1). 
Modulation coefficient. 

Ba Average value of modulation coefficient. 

Bo Modulation coefficient on axis. 

Br Modulation coefficient at radius r from axis. 

Bs Root mean squated value of modulation coefficient. 
By Modulation coefficient at distance y from axis. 

Y = w/ilo. 

Dielectric constant of space (8.85 x 10-™ farads/cm). 
Drift angle in radians. 

Gap transit angle in radians. 

Wavelength in centimeters. 

A phase angle. 

Reduced potential (g-13). 

Voltage standing wave ratio. 

Transit time. 

Time constant of thermal tuner. 

Cycling time on heating. 

Cycling time on cooling. 

Magnetic flux linkage. 

Radian frequency. 
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T HE reflex oscillator is a form of long-transit-time tube which has 
distinct advantages as a low power source at high frequencies. It 
may be light in weight, need have no magnetic focusing field, and can be 
made to operate at comparatively low voltages. A single closed resonator 
is used, so that tuning is very simple. Because the whole resonator is at 
the same dc voltage, high frequency by-pass difficulties are obviated. 

The frequency of oscillation can be changed by several tens of megacycles 
by varying the repeller voltage (“‘electronic tuning’). This is very ad- 
vantageous when the reflex oscillator is used as a beating oscillator. The 
electronic tuning can be used as a vernier frequency adjustment to the 
manual tuning adjustment or can be used to give an all-electrical automatic 
frequency-control. Electronic tuning also makes reflex oscillators serve 
well as frequency mcdulated sources in low power transmitters. 

The single resonator tuning property makes it possible to construct oscil- 
lators whose mechanical tuning is wholly electronically controlled. Such 
control is achieved by making the mechanical motion which tunes the cavity 
subject to the thermal expansion of an element heated by electron bom- 
bardment. | 

The efficiency of the reflex oscillator is generally low. The wide use of 
the 707B, the 723A, the 726A and subsequent Western ‘Electric tubes 
shows that this defect is outweighed by the advantages already mentioned, 
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The first part of this paper attempts to give a broad exposition of the 
theory of the reflex oscillator. This theoretical material provides a back- 
ground for understanding particular problems arising in reflex oscillator 
design and operation. The second part of the paper describes a number 
of typical tubes designed at the Bell Telephone Laboratories and endeavors 
to show the relation between theory and practice. 

The theoretical work is presented first because reflex oscillators vary so 
widely in construction that theoretical results serve better than experi- 
mental results as a basis for generalization about their properties. While 
the reflex oscillator is simple in the sense that some sort of theory about it 
can be worked out, in practice there are many phenomena which are not 
included in such a theory. This leaves one in some doubt as to how well 
any simplified theory should apply. Multiple transits of electrons, different 
drift times for different electron paths and space charge in the repeller 
region are some factors not ordinarily taken into account which, neverthe- 
less, can be quite important. There are other effects which are difficult to 
evaluate, such as distribution of current density in the beam, loss of elec- 
trons on grids or on the edges of apertures and dynamic focusing. If we 
could provide a theory including all such known effects, we would have a 
tremendous number of more or less adjustable constants, and it would not 
be hard to fit a large body of data to such a theory, correct or incorrect. 

At present it appears that the theory of reflex oscillators is important in 
that it gives a semi-quantitative insight into the behavior of reflex oscilla- 
tors and a guide to their design. The extent to which the present theory 
or an extended theory will fit actual data in all respects remains to be seen. 

The writers thus regard the theory presented here as a guide in evaluating 
the capabilities of reflex oscillators, in designing such oscillators and in 
understanding the properties of such tubes as are described in the second 
part of this paper, rather than as an accurate quantitative tool. Therefore, 
the exposition consists of a description of the theory of the reflex oscillator 
and some simple calculations concerning it, with the more complicated 
mathematical work relegated to a series of chapters called appendices. 
It is hoped that this so organizes the mathematical work as to make it 
assimilable and useful, and at the same time enables the casual reader to 
obtain a clear idea of the scope of the theory. 


I. INTRODUCTION 


An idealized reflex oscillator is shown schematically in Fig. 1. It has, 
of course, a rescnant circuit or “resonator.” This may consist of a pair of 
grids forming the “‘capacitance”’ of the circuit and a single turn toroidal 

1 For a discussion of resonators, see Appendix I. It is suggested that the reader consult 


this before continuing with the main work in order to obtain an understanding of the circuit 
philosophy used and a knowledge of the symbols employed. 
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coil forming the “inductance” of the circuit. Such a resonator behaves 
just as do other resonant circuits. Power may be derived from it by means 
of a coupling loop linking the magnetic field of the single turn coil. An 
electron stream of uniform current density leaves the cathede and is shot 
across the “‘gap”’ between the two grids, traversing the radio-frequency field 
in this gap in a fraction of acycle. In crossing the gap the electron stream 
is velocity modulated; that is, electrons crossing at different times gain 
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Fig. 1.—An idealized reflex oscillator with grids, shown in cross-section. 


different amounts of kinetic energy from the radio-frequency voJtage across 
the gap.2. The velocity mcdulated electron stream is shot toward a negative 
repeller electrode which sends it back across the gap. In the ‘‘drift space” 
between the gap and the repeller the electron stream becomes “‘bunched”’ 
and the bunches of electrons passing through the radio frequency field in 
the gap on the return transit can give up power to the circuit if they are 
returned in the proper phase. 


? The most energy any electron gains is BV electron volts, where V is the peak radio 
frequency voltage across the gap and @ is the “modulation coefficient” or “gap factor’, 
and is always less than unity. § depends on gap configuration and transit angle across 
the gap, and is discussed in Appendix II. ‘ 
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The vital features of the reflex oscillator are the bunching which takes 
place in the velocity modulated electron stream in the retarding field be- 
tween the gap and the repeller and the control of the returning phase of the 
bunches provided by the adjustment of the repeller voltage. The analogy 
of Fig. 2 explains the cause of the bunching. The retarding drift field may 


RELATIVE HEIGHT ——> 





Fig. 2.—The motion of electrons in the repeller space of a reflex oscillator may be lik- 
ened to that of balls thrown upward at different times. In this figure, height is plotted 
vstime. Ifa ballis thrown upward with a large velocity of V; at a time 71, another with 
a smaller velocity at a later time 7) and a third with a still smaller velocity at a still later 
time 7, the three balls can be made to fall back to the initial level at the same time. 
be likened to the gravitational field of the earth. The drift time is analogous 
to the time a ball thrown upwards takes to return. If the ball is thrown 
upward with some medium speed 7 , it will return in some time ¢). If it is 
thrown upward with a low speed 2 smaller than 7 , the ball will return in 
some time ¢, smaller than fo. If the ball is thrown up with a speed ry 
greater than v9 , it returns in some time / greater than to. Now imagine 
three balls thrown upward in succession, evenly spaced but with large, 
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medium, and small velocities, respectively.2 As the ball first thrown up 
takes a longer time to return than the second, and the third takes a shorter 
time to return than the second, when the balls return the time intervals 
between arrivals will be less than between their departures. Thus time- 
position “bunching” occurs when the projection velocity with which a 
uniform stream of particles enters a retarding field is progressively decreased. 

Figure 3 demonstrates such bunching as it actually takes place in the 
retarding field of a reflex oscillator. An electron crossing the gap at phase A 
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Fig. 3.—The drift time for transfer of energy from the bunched electron stream to the 
resonator can be deduced from a plot of gap voltage vs time. 


is equivalent to the first ball since its velocity suffers a maximum increase, 
an electron crossing at phase B corresponds to the ball of velocity vp where 
for the electron Vo corresponds to the d.c. injection velocity, and finally an 
electron crossing at phase C corresponds to the third ball since it has suffered 
a maximum decrease in its velocity. The electrons tend to bunch about the 
electron crossing at phase B. To a first order in this process no energy is 
taken from the cavity since as many electrons give up energy as absorb it. 

The next step in the process is to bring back the grouped electrons in 
such a phase that they give the maximum energy to the rf. field. Now, 
3 of a cycle after the gap voltage in a reflex oscillator such as that shown in 
Fig. 1 is changing most rapidly from accelerating to retarding for electrons 


3 The reader is not advised to try this experimentally unless he has juggling experience. 
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going from the cathode, it has a maximum retarding value for electrons 
returning through the gap. This is-true also for 12 cycles, 2? cycles, 7 + 4 
cycles. Hence as Fig. 3 shows if the time electrons spend in the drift space 
is 2 + 2 cycles, the electron bunches will return at such time as to give up 
energy to the resonator most effectively. 


IJ. Erecrronic ADMITTANCE—SIMPLE THEORY 


In Appendix III an approximate calculation is made of the fundamental 
component of the current in the electron stream returning through the gap 
of a reflex oscillator when the current is caused by velocity mcdulation 
and drift action in a uniform retarding field. The restrictive assumptions 
are as follows: 

(1) The radio-frequency voltage across the gap is a small fraction of the 
d-c accelerating voltage. 

(2) Space charge is neglected. Amongst other things this assumes no 
interaction between incoming and outgoing streams and is probably the 
most serious departure from the actual state of affairs. 

(3) Variations of modulation coefficient for various electron paths are 
neglected. 

(4) All sidewise deflections are neglected. 

(5) Thermal velocities are neglected. 

(6) The electron flow is treated as a uniform distribution of charge. 

(7) Only two gap transits are allowed. 

An expression for the current induced in the circuit (6 times the electron 


convection current) is 
BVO\ _ iot—-0) 
; 2.1 
= 2B) (Frye (2.1) 


Here the current is taken as positive if the beam in its second transit across 
the gap absorbs energy from the resonator. The voltage across the gap 
at the time the stream returns referred to the same phase reference as the 


current is 0 = Ve?@7 Hence the admittance appearing in shunt 
with the gaps will be 

_ 2108 eve 4 (n12)—8) 

e 2.2 

rs eae (Fe (2.2) 
For small values of V approaching zero this becomes 

I6°8 gital)—0) i((w/2)—8) 

es — = Ve 2.3 

¥y OV Ve € (2.3) 

ee, (2A) 





ve OV, 
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Here we define Y,, as the small signal value of the admittance, and y, 
as the magnitude of this quantity. If we plot the function Y,, in a complex 
admittance plane it takes the form of a geometric spiral as shown in Fig. 4. 
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Fig. 4.—The negative of the circuit admittance (the heavy vertical line) and the small 
signal electronic admittance (the spiral) are shown in a plot of susceptance vs conductance. 
Each position along the circuit admittance line corresponds to a certain frequency. Each 
position along the spiral corresponds to a certain drift angle. 


Such a presentation is very helpful in acquiring a qualitative understanding 
of the operation of a reflex oscillator. 

In Appendix I it is shown that the admittance of the resonant circuit in 
the neighborhood of resonance is very nearly 


Vr = Gr + 72M Aw/w (2.5) 


where Gp is a constant. The negative of such an admittance has been 
plotted in Fig. 4 as the vertical line A’B’. Vertical position on this line is 
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proportional to the frequency at which the resonator is driven. The condi- 
tion for stable oscillation is 


Vr + Vs = 0. : (2.6) 
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Fig. 5.—Relative amplitude of electronic admittance vs the bunching parameter X 
The bunching parameter increases linearly with radio frequency gap voltage so that this 
curve shows the reduction in magnitude of electronic admittance with increasing voltage. 


We may rewrite (2.2) for any given value of 6 as 


Y, ee ye FF (V) 63 (2.7) 
where 
(BV@) 
25). 
251 (X. 
F(V) = ee = zee (2.8) 
2Vo 
The quantity 
Ve 


is called the bunching parameter. A plot of the function F(V) vs X is 
shown in Fig.5. For any given value of 6 and for fixed operating conditions 
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it is a function of V only and its action is clearly to reduce the small signal 
value of the admittance until condition (2.6) is satisfied. It will be observed 
that this function affects the magnitude only and not the phase of the 
admittance. 

Thus, as indicated in Fig. 4, when oscillation starts the admittance is 
given by the radius vector of magnitude y., terminating on the spiral, 
and as the oscillation builds up this vector shrinks until in accordance with 
(12.6) it terminates on the circuit-admittance line A’B’, which is the locus 
of vectors (—Yp). The electronic admittance vector may be rotated by a 
change in the repeller voltage which changes the value of 6. This changes 
the vertical intercept on line A’B’, and since the imaginary component of 
the circuit admittance, that is the height along A’B’, is proportional to 
frequency, this means that the frequency of oscillation changes. It is this 
property which is known as electronic tuning. 

Oscillation will cease when the admittance vector has rotated to an angle 
such that it terminates on the intersection of the spiral and the circuit- 
admittance line A’B’. It will be observed that the greater is the number of 
cycles of drift the greater is the electronic tuning to extinction. While it is’ 
not as apparent from this diagram, it is also true that the greater the number 
of cycles of drift the greater the electronic tuning to intermediate power 
points. Vertical lines farther to the left correspond to heavier loads, and 
from this it is apparent that the electronic tuning to extinction decreases 
with the loading. By sufficient loading it is possible to prevent some repeller 
modes (i.e. oscillations of some 7 values) from occurring. Since losses in 
the resonant cavity of the oscillator represent some loading, some modes 
of low value will not occur even in the absence of external loading. 


III. Power Propuction ror Drirt ANGLE OF (7 + 2) CyCLEs 


Now, from equation (2.2) it may be seen that Y, will be real and negative 
for 0 = 6, = (n+ 4)2x. Because 6 also appears in the argument of the 
Besse) function this value of 6 is not exactly the value to make the real 
component of Y, a maximum. However, for the reasonably large values 
of 2 encountered in practical oscillators this is a justifiable approximation. 
Suppose, then, we consider the case of 2 + 4 cycles drift, calling this an opti- 
mum drift time. Using the value of 7 as a parameter we plot the magni- 
tude of the radio-frequency electron current in the electron stream returning 
across the gap given by equation (2.1) as a function of the radio-frequency 
voltage across the gap. This variation is shown in Fig. 6. As might be 
expected, the greater the number of cycles the electrons drift in the drift 
space, the lower is the radio-frequency gap voltage required to produce a 
given amount of bunching and hence a given radio frequency electron 
current. It may be seen from Fig. 6 that as the radio-frequency gap voltage 
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is increased, the radio-frequency electron current gradually increases until a 
maximum value is reached, representing as complete bunching as is possible, 
after which the current decreases with increasing gap voltage. The maxi- 
mum value of the current is approximately the same for various drift times, 
but occurs at smaller gap voltages for longer drift times. 

The radio-frequency power produced is the voltage times the current. 
As the given maximum current occurs at higher voltages for shorter drift 


POWER DISSIPATED / 
CIRCUIT AND LOAD, 
7 





POWER PRODUCED, IV 
—_ 


RADIO-FREQUENCY 
ELECTRON CURRENT, [ 





RADIO-FREQUENCY GAP VOLTAGE, V ——» 


_ Fig. 6.—Radio frequency electron convection current J and the radio frequency power 
given up by the electron stream can be plotted vs the radio frequency gap voltage V for 
various drift times measured in cycles. Maximum current occurs at higher voltage for 
shorter drift times. For a given number of cycles drift, maximum power occurs at a 
higher gap voltage than that for maximum current. If the power produced for a given 
drift time is higher at low voltages than the power dissipated in the circuit and load 
(dashed curve), the tube will oscillate and the amplitude will adjust itself to the point at 
which the power dissipation and the power production curves cross. 
times, the maximum power produced will be greater for shorter drift times. 
This is clearly brought out in the plots of power vs. voltage shown in Fig. 6. 

The power dissipated in the circuits and load will vary as the square of 
the radio-frequency voltage. Part of this power will go into the load coupled 
with the circuit and part into unavoidable circuit losses. A typical curve 
of power into the circuit and load vs. radio-frequency voltage is shown in 
Fig. 6. Steady oscillation will take place at the voltage for which the power 
production curve crosses the power dissipation curve. For instance, in 


Fig. 6 the power dissipation curve crosses the power production curve for 
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13 cycles drift at the maximum or hump of the curve. This means that 
the circuit impedance for the dissipation curve shown is such as to result in 
maximum production of power for 14 cycles drift. For 2{ cycles drift and 
for longer drifts, the power dissipation curve crosses the power production 
curves to the right of the maximum and hence the particular circuit loading 
shown does not result in maximum power production for these longer drift 
times. This is an example of operation with lighter than optimum load. 
The power dissipation curve might cross the power production curve to 
the left of the maximum, representing a condition of too heavy loading for - 
production of maximum power output. The power dissipation curve in 
Fig. 6 lies always above the’ power production curve for a drift of 2 cycles. 
This means that the oscillator for which the curves are drawn, if loaded to 
give the power dissipation curve shown, would not oscillate with the short 
drift time of = cycles, corresponding to a very negative repeller voltage. 

In general, the conclusions reached by examining Fig. 6 are borne out in 
practice. The longer the drift time, that is, the less negative the repeller, 
the lower is the power output. For very negative repeller voltages, how- 
ever, corresponding to very short drift times, the power either falls off, 
which means that most of the available power is dissipated in circuit losses, 
or the oscillator fails to operate at all because, for all gap voltages, the power 
dissipated in circuit losses is greater than the power produced by the elec- 
tron stream. | 

Having examined the situation qualitatively, we want to make a some- 
what more quantitative investigation, and to take some account of circuit 
losses. In the course of this we will find two parameters are very important. 
One is the parameter X previously defined by equation (2.9), which ex- 
presses the amount of bunching the beam has undergone. In considering a 
given tube with a given drift time, the important thing to remember about 
X is that it is proportional to the r-f gap voltage V. For 6 = @, expression 
_ (2.2) is a pure conductance and we can express the power produced by the 
electron stream as one half the square of the peak r-f voltage times the cir- 
cuit conductance which for stable oscillation is equal to the negative of the - 
electronic conductance given by (2.2). This may be written with the aid 
of (2.9) as 

P = 2(LoV0/On) XIX). (3.1) 

Suppose we take into account the resonator losses but not the power lost 

in the output circuit, which in a well designed oscillator should be small. 


If the resonator has a shunt resonant conductance (including electronic 
loading) of Gz, the power dissipated in the resonator is 


Pr = V°G,/2. (3.2) 
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Then the power output for @, is 








P = (LV 0/0n)XIi(X) — V?G2/2. (3.3) 
The efficiency, 7, is given by a 
P08 Grb,V™ 
= =* x) — . 3. 
"Poo 8 [x7 sae Ac oe 
From (2.4) and (2.9) 
6,V" 1 ve | : 
Ve §. XxX. (3.5) 
Hence we may write 
i Me: 1 1 Gr x 


Let us write 7 = = where N = (n+ 2). We may now make a generalized 


examination of the effect of losses on the efficiency by examining the function 
H = (1/7)[XI(X) — Gx/ye)X?/2]. (3.7) 


Thus, the efficiency for 6 =@, is inversely proportional to the number of 
cycles drift and is propotional to a factor H which is a function of X and 
of the ratio Gz/y. , that is, the ratio of resonator loss conductance to small 
signal electronic conductance. For » + % cycles drift, the small signal 
electronic conductance is equal to the small-signalelectronicadmittance. 

For a given value of Gr/y. there is an optimum value of X for which H 
has a maximum H,,. We can obtain this by differentiating (3.7) with 
respect to X and setting the derivative equal to zero, giving 


XIX) — (Gr/Ve)X = 0 
Jo(X) = (Gr/y-)- 


If we put values from this into (3.7) we can obtain H,, as a function of 
Gr/y-e. This is plotted in Fig. 7. The considerable loss of efficiency for 
values of Gr/y. as low as .1 or .2 is noteworthy. It is also interesting to 
note that for Gr/y. equal to 4, the fractional change in power is equal to 
the fractional change in resonator resistance, and for Gz/y, greater than 3, 
the fractional power change is greater than the fractional change in resonator 
resistance. This helps to explain the fall in power after turn-on in some 
tubes, for an increase in temperature can increase resonator resistance 
considerably. 


(3.8) 


4 An electronic damping term discussed in Appendix VIII should be included in resona_ 
tor losses. The electrical loss in grids is discussed briefly in Appendix IX. 
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In the expression for the admittance, the drift angle, 6, appears as a fac- 
tor. This factor plays a double role in that it determines the phase of the 
admittance but also in a completely independent manner it determines, 
in part, the magnitude of the admittance. 6 as it has appeared in the 
foregoing analysis, which was developed on the basis of a linear retarding 
field, is the actual drift angle in radians. As will be shown in a later section, 
certain special repeller fields may give effective drift action for a given angle 
greater than the same angle in a linear field.. Such values of effective drift 
angle may have fractional optimum values although the phase must still be 
such as to give within the approximations we have been using a pure con- 
ductance at optimum. In order to generalize the following work we will 
speak of an effective drift time in cycles, N; = FN, where N is the actual 
drift time in cycles, 7 + 2, and F is the number of times this drift is more 
effective than the drift in a linear field. 

Suppose we have a tube of given 6, I) , Vo and resonator loss Gz and wish | 
to find the optimum effective drift time, FV, and determine the effect on the 
efficiency of varying N. It will be recalled that for very low losses we may 
expect more power output the fewer the number of cycles drift. How- 
ever the resonator losses may cut heavily into the generated power, for 
short drift angles. With short drift angles the optimum load conductance 
becomes small compared to the loss conductance so that although the 
generated power is high only a small fraction goes to the usefulload. There 
is, therefore, an optimum value which can be obtained using the data of 
Fig. 7. We define a parameter 


2Vo . | 
K = — 3. 
co ea on 
which compares the resonator loss conductance with the small signal elec- 


F : : ; G K 
tronic admittance per radian of driftan gle. Then in terms of K, — = —. 


Ye @ 
Hence, for a fixed value of K, various values of 9 = 27K N define values of 


Gr 
Ve 


the corresponding values of H, and hence the efficiency, 7 = ae These 


values of 7 are plotted against FN as in Fig. 8 with values of K as a param- 
eter. In this plot K is a measure of the lossiness of the tube. The opti- 
mum drift angle for any degree of lossiness is evident as the maximum 
of one of these curves. 

The maximum power outputs in various repeller modes, 7 = 0, 1 etc. 
and the repeller voltages for these various power outputs correspond to 
discrete values of 7 and FN lying along a curve for a particular value of K,. 


When one uses these values in connection with Fig. 7 he determines 
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Thus, the curves illustrate the variation of power from mode to mode.as the 
repeller voltage is changed over a wide range. | - 

Changes in resonator loss or differences in Joss between individual tubes 
of the same type correspond to passing from a curve for one value of K toa 
curve for another value of K. 
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Fig. 7.—Efficiency factor H,, vs the ratio of resonator loss conductance to the small 
signal electronic admittance. Efficiency changes rapidly with load as the loss conductance 
approaches in magnitude the small signal electronic admittance. The efficiency is in- 
versely proportional to the number of cycles drift. 


It will be observed from this that although, from an efficiency standpoint, 
it is desirable to work at low values of drift time such low drift times lead 
to an output strongly sensitive to changes in resonator losses. 

Perhaps the most important question which the user of the oscillator may 
ask with regard to power production for optimum drift is; what effect does 
the external load have upon the performance? If we couple lightly to the 
oscillator the r-f voltage generated will be high but the power will not be 
extracted. If we couple too heavily the voltage will be low, the beam will 
not be efficiently modulated and the power output will be low. There is 
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apparently an optimum loading. Best output is not obtained when the 
external load matches the generator impedance as in the case ofanamplifier. 
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Fig. 8.—Efficiency in per cent vs the effective cycles drift for various values of a para- 
meter K which is proportional to resonator loss. These curves indicate how the power 
output differs for various repeller modes for a given loss. Optimum power operating 
points will be represented by points along one of these curves. For a very low loss resona- 
tor, the power is highest for short drift times and decreases rapidly for higher repetler 
modes. Where there is more loss, the power varies less rapidly from mode to mode. 


We return to equation (3.7) for H and assume that we are given various 
G : oS aah Sara 
values of —=. With these values as parameters we ask what variation in 


efficiency may be expected as we vary the ratio of the load conductance, 


G_, to the small signal admittance, ye. When st + ce 1 oscillation 


e 
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will just start and no power output will be obtained... We can state the © 
general condition for stable operation as ¥, + Ye = 0, where Y¢ is the 


vector sum of the load and circuit admittances. For the optimum drift 
time this becomes 


/ 
I 


/ Ae | \ 
POON 





(3.10) 
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Fig. 9.—Efficiency parameter H vs the ratio of load conductance to the magnitude of 
the small signal electronic admittance. Curves are for various ratios of resonator loss 
conductance to small signal electronic admittance. The curves are of similar shapes and 
indicate that the tube will cease oscillating (HW = 0) when loaded by a conductance about 
Ae ice as large as that for optimum power. 


where 
Ge = Gr + Gr 


(3.11) 
Ve Ve 


‘ Gr Gr 
Hence for a given value of — we may assume values for:-—- between zero 


e Ve 
and 1 — = and these in (3.11) will define values of X. These values of X 
substituted in (3.7) will define values of H which we then plot against the 
assumed values for st as in Fig.9. Thus we have the desired function of 


é 


the variation of efficiency factor against load. 
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From the curves of Fig. 9 it can be seen that the maximum efficiency is, 
obtained when the external conductance is made equal to approximately 
half the available small signal conductance; i.e. 3(ye — Gr). This can. 
be seen more clearly in the plot of Fig. 10. Equation (3.8) gives the condi- 
tion for maximum efficiency as 





Fig. 10.—The abscissa measures the fractional excess of electronic negative conductance 
over resonator loss conductance. The ordinate is the load conductance as a fraction of 
electronic negative conductance. The tube will go out of oscillation for a load conductance 
such that the ordinate is equal to the abscissa. The load conductance for optimum power 
output is given by the solid line. The dashed line represents a load conductance half as 
great as that required to stop oscillation. 


e 


, G 7 
Tf we assume various values for ~* these define values of Xo which when 


substituted in 


Ve Ve Ve 


give the value of the external load for optimum power. We plot these data 
against the available conductance 


( - ¢) ae eee 5's) (3.13) 





Gia Ce Ca MENS (3.12) 
0 : 


Ye 


as shown in Fig. 10. 

In Fig. 10 there is also shown a line through the origin of slope 1/2. 
It can thus be seen that the optimum load conductance is slightly less than 
half the available small signal or starting conductance. This relation is 
independent of the repeller mode, i.e. of the value FN. This does not mean 
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that the load conductance is independent of the mcde, since we have ex- 
pressed all our conductances in terms of y,, the small signal conductance, 
and this of course depends on the mode. What it does say is that, regard- 
less of the mode, if the generator is coupled to the load conductance for 
maximum output, then, if that conductance is slightly more than doubled 
oscillation will stop. It is this fact which should be borne in mind by the 
circuit designer. If greater margin of safety against “pull out” is desired 
it can be obtained only at the sacrifice of efficiency. 
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Fig. 11.—The ratio of total circuit conductance for optimum power to small signal 
electronic admittance, vs the ratio of resonator loss conductance to small signal electronic 
admittance. 


An equivalent plot for the data of Fig. 10, which will be of later use, is 


shown in Fig. 11. This gives the value of Ge for best output for various 


values of Cr , 


é 
IV. Errect oF APPROXIMATIONS 


The analysis presented in Section II is misleading in some respects. For 
instance, for a lossless resonator and N = { cycles, the predicted efficiency 
is 53%. However, our simple theory tells us that to get this efficiency, the 
radio-frequency gap voltage V multiplied by the mcdulation coefficient 8 
(that is, the energy change an electron suffers in passing the gap) is 1.018V». 
This means that (a) some electrons would be stopped and would not pass the 
gap (b) many other electrons would not be able to pass the gap against a 
retarding field after returning from drift region (c) some electrons would 
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cross the gap so slowly that for them 6 would be very small and their effect 
on the circuit would also be small (d) there might be considerable loading of 
the resonator due to transit time effects in the gap. Of course, it is not 
justifiable to apply the small signal theory in any event, since it was derived 
on the assumption that. BV is small compared with Vo. 

In Appendix IV there is presented a treatment by R. M. Ryder of these 
Laboratories in which it is not assumed that BV<V ). This work does 
not, however, take into account variation of 6 with electron speed or the 
possibility of electrons being turned back at the gap. 

For drift angles of 12 cycles and greater, the results of Ryder’s analysis 
are almost indistinguishable from those given by the simple theory, as may 
be seen by examining Figs. 128-135 of the Appendix. His curves approach 
the curves given by the simple theory for large values of 7. 

For small values of 2, and particularly for 2 cycles drift, Ryder’s work 
shows that optimum power is obtained with a drift angle somewhat different 
from n + cycles. Also, Fig. 131 shows that the phase of the electronic 
admittance actually varies somewhat with amplitude, and Fig. 130 shows 
that its magnitude does not actually pass through zero as the amplitude is 
increased. 

The reader is also referred to a paper by A. E. Harrison.’ 

The reader may feel at this point somewhat uneasy about application of 
the theory to practice. In most practical reflex oscillators, however, the 
value of 2 is 2 or greater, so that the theory should apply fairly well. There 
are, however, so many accidental variables in practical tubes that it is well 
to reiterate that the theory serves primarily as a guide, and one should not 
expect quantitative agreement between experiment and theory. This will 
be apparent in later sections, where in a few instances the writers have made 
quantitative calculations. 


V. SpEcIAL Drift FIELDS 


In the foregoing sections a theory for a reflex oscillator has been developed 
on the assumption that the repeller field is a uniform retarding electrostatic 
field. Such a situation rarely occurs in practice, partly because of the diff- 
culty of achieving such a field and partly because such a field may not return 
the electron stream in the manner desired. In an effort to get some in- 
formation concerning actual drift fields, we may extend the simple theory 
already presented to include such fields by redefining X as 


X = BVFO/2Vo. (5.1) 
Here the factor F is included. As defined in Section III this is the factor 
which relates the effectiveness of a given drift field in bunching a velocity 


5 A. E. Harrison, ‘“‘Graphical Methods for Analysis of Velocity Modulation Bunching,” 
Proc. I.R.E., 33.1, pp. 20-32, June 1945, 
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modulated electron stream with the bunching effectiveness of a field with 
the same drift angle 6 but with a linear variation of potential with distance. 
Suppose, for instance, that the variation of transit time, 7, with energy 
gained in crossing the gap V is for a given field 


d7/aV (5,2) 
and for a linear potential variation and the same drift angle 
(d7/V),. (5.3) 
Then the factor F is defined as 
F = (07/0V)/(07/dV),. (5.4) 


In appendix V, F is evaluated in terms of the variation of potential with 
distance. 

The efficiency is dependent on the effectiveness of the drift action rather 
than on the total number of cycles drift except of course for the phase re- 
quirements. Thus, for a nonlinear potential variation in the drift space 
we should have instead of (3.7) 


1 = H/FN. (5.5) 


In the investigation of drift action, one procedure is to assume a given 
drift field and try to evaluate the drift action. Another is to try to find a 
field which will produce some desirable kind of drift action. As a matter 
of fact, it is easy to find the best possible drift field (rom the point of view 
of efficiency) under certain assumptions. © 

- The derivation of the optimum drift field, which is given in appendix VII, 
hinges on the fact that the time an electron takes to return depends only on 
the speed with which it is injected into the drift field. Further, the varia- 
tion in modulation coefficient for electrons returning with different speeds 
is neglected. With these provisos, the optimum drift field is found to be 
one in which electrons passing the gap when the gap voltage is decelerating 
take w radians to return, and electrons which pass the gap when the voltage 
is accelerating take 27 radians to return, as illustrated graphically in Fig. 
136, Appendix VII. A graph of potential vs. distance from gap to achieve 
such an ideal drift action is shown in Fig. 137 and the general appearance of 
electrodes which would achieve such a potential distribution approximately 
is shown in Fig. 138. 

With such an ideal drift field, the efficiency of an oscillator with a lossless 
resonator is ; 


ni = (2/r)(BV/Vo). (5.6) 
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For a linear potential variation in the drift space, at the optimum r-f gap 
voltage, according to the approximate theory presented in Section ITI the 
efficiency for a lossless resonator is 


n = (.520)(BV/Vo). (5.7) 


Comparing, we find an improvement in efficiency for the ideal drift field in 
the ratio 


n/n = 1.23, (5.8) 


or only about 20%. ‘Thus, the linear drift field is quite effective. The 
ideal drift field does have one advantage; the bunching is optimum for all 
gap voltages or, for a given gap voltage, for all modulation coefficients since 
ideally an infinitesimal a-c voltage will change the transit time from 7 to 27 
and completely bunch the beam. This should tend to make the efficiency 
high despite variations in 6 over various parts of the electron flow. The 
limitation imposed by the fact that electrons cannot return across the gap 
against a high voltage if they have been slowed up in their first transit across 
the gap remains. . 

This last mentioned limitation is subject to amelioration. In one type of 
reflex oscillator which has been brought to our attention the electrons cross 
the gap the first time in a region in which the modulation coefficient is small. 
If the gap has mesh grids, a hole may be punched in the grids and a beam of 
smaller diameter than the hole focussed through it. Then the beam may be 
allowed to expand and recross a narrow portion of the gap, where the modula- 
tion coefficient is large. ‘Thus, in the first crossing no electrons lose much 
energy (because # is small) and in the second crossing all can cross the gap 
where BV is large and hence can give up a large portion of their energy, 


VI. ELEcTRONIC GAP LOADING 


So far, attention has been concentrated largely on electronic phenomena 
in the drift or repeller region. To the long transit time across the gap 
there has been ascribed merely a reduction in the effect of the voltage on the 
electron stream by the modulation coefficient 8. Actually, the long transit 
across the gap can give rise to other effects. 

One of the most obvious of these other effects is the production of an elec- 
tronic conductance across the gap. If it is positive, such a conductance 
acts just as does the resonator loss conductance in reducing the power out- 
put. Petrie, Strachey and Wallis of Standard Telephones and Cables have 
treated this matter in an interesting and rather general way. Their work, 
in a slightly mecdified form’, appears in Appendix VIII, to which the reader 
is referred for details. 
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The work tells us that, considering longitudinal fields only, the electron 
flow produces a small signal conductance component across the gap 


_ Ip a8” 
Get = AV, ay (6.1) 
@ 
Y= Mo . (6.2) 


Here @ is the modulation coefficient and 72 is the electron speed. Jo and 

V» are beam current and beam voltage. If the gap has a length d, the 
transit angle across it is 8, = yd and (6.1) may be rewritten 

I) 0, 88° 

Ca. = SS SS," 6.3 

. 4V, 96, (6.3) 

It is interesting to compare this conductance with the magnitude of the 

small-signal electronic admittance, y.. In doing so, we should note that 

the current crosses the gap twice, and on each crossing produces an elec- 

tronic conductance. Thus, the appropriate comparison between loss con- 

ductance and electronic admittance is 2G.1/y.. Using (6.3) we obtain 


6, 1 a8” 
2Get/Ye = = B i, . (6.4) 
Usually, the drift angle @ is much larger than the gap transit angle @,. 
Further, if we examine the curves for modulation coefficient 6 which are 
given in Appendix II, we find that (06?/00,)/6? willnot be very large. Thus, 
we conclude that in general the total loss conductance for longitudinal fields 
will be small compared with the electronic admittance. An example in 
Appendix VIII gives (2G.1/y-) as about 1/10. It seems that this effect 
will probably be less important than various errors in the theory of the reflex 
oscillator. 

Even though this electronic gap loading is not very large, it may be in- 
teresting to consider it further. We note, for instance, that the conductance 
Gex is positive when 6? decreases as gap transit angle increases. For paral- 
_ lel fine grids this is so from 6, = 0 to 6, = 2m (see Fig. 119 of Appendix II). 
At 6, = 2, where 8 = 0, 067/06, = 0, and the gap loading is zero. Ina 
region beyond 6, = 27, 08*/00, becomes positive and the gap conductance 
is negative. Thus, for some transit angles a single gap can act to preduce 
oscillations. For still larger values of 6,, Ge, alternates between positive 
and negative. Gap transit angles of greater than 27 are of course of little 
interest in connection with reflex oscillators, as for such transit angles @ is 
very small. 

For narrow gaps with large apertures rather than fine grids, 067/06, 
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never becomes very negative and may remain positive and the gap loading 
conductance due to longitudinal fields be always positive. In such gaps, 
however, transverse fields can have important effects, and (6.3) no longer 
gives the total gap conductance. Transverse fields act to throw electrons 
approaching the gap outward or inward, into stronger or weaker longitudinal 
fields, and in this manner the transverse fields can either cause the electrons 
to give up part of their forward velocity, transferring energy to the reso- 
nator, or to pick up forward velocity, taking energy from the resonator. 
An analysis of the effect of transverse fields is given in Appendix VIII, and 
this is applied in calculating the total conductance, due both to longitudinal 
and to transverse fields, of a short gap between cylinders with a uniform cur- 
rent density over the aperture. It is found that the transverse fields con- 
tribute a minor part of the total conductance, and that this contribution 
may be either positive or negative, but that the total gap conductance is 
always positive (see Appendix VIII, Fig. 140). 

The electron flow across the gap produces a susceptive component of 

admittance. This susceptive component is in general more difficult to cal- 
culate than the conductive component. It is not very important; it serves 
to affect the frequency of oscillation slightly but not nearly so much as a 
small change in repeller voltage. 
* Besides such direct gap loading, the velocity modulation and drift action 
within a gap of fine grids actually produce a small bunching of the electron 
‘stream. In other words, the electron stream leaving such a gap is not only 
velocity modulated but it has a small density modulation as well. This 
convection current will persist (if space-charge debunching is not serious) 
and, as the electrons return across the gap, it will constitute a source of elec- 
tronic admittance. We find however, that in typical cases (see Appendix 
VIII, (h59)—(h63)), this effect is small and is almost entirely absent in gaps 
with coarse grids or large apertures. 

Secondary electrons produced when beam electrons strike grid wires and 
grid frames or gap edges constitute another source of gap loading. It has 
been alleged that if the frames supporting the grids or the tubes forming a 
gap have opposed parallel surfaces of width comparable to or larger than the 
gap spacing, large electron currents can be produced through secondary 
emission, the r-f field driving electrons back and forth between the opposed 
surfaces. It would seem that this phenomenon could take place only at 
quite high r-f levels, for an electron would probably require of the order of 
100 volts energy to produce more than one secondary in striking materials 
of which gaps are usually constructed. 


VII. ELECTRONIC TUNING—ARBITRARY DRIFT ANGLE 


So far, the ‘‘on tune” oscillation of reflex oscillators has been considered 
except for a brief discussion in Section IT, and we have had to deal only with 
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real admittances (conductances). In this secticn the steady state operation 
in the case of complex circuit and electronic admittances will be discussed. 
The general condition for oscillation states that, breaking the circuit at any 
point the sum of the admittances looking in the two directions is zero. Par- 
ticularly, the electronic admittance Y, looking from the circuit to the 
electron stream, must be minus the circuit admittance Y¢ , looking from the 
electron stream to the circuit. Here electronic admittance is used in the 
sense of an admittance averaged over a cycle of oscillation and fulfilling the 
above condition. a . 

It is particularly useful to consider the junction of the electron stream 
and the circuit because the electronic admittance Y, and the circuit admit- 
tance Y¢ have very different properties, and if conditions are considered 
elsewhere these properties are somewhat mixed and full advantage cannot 
be taken of their difference. 

The average electronic admittance with which we are concerned is a 
function chiefly of the amplitude of oscillation. Usually its magnitude 
decreases with increasing amplitude of oscillation, and its phase may vary 
as well, although this is a large signal effect not shown by the simple theory. 
In reflex oscillators the phase may be controlled by changing the repeller 
voltage. The phase and magnitude of the electronic admittance also vary 
with frequency. Usually, however, the rate of change with frequency is 
slow compared with that of the circuit admittance in the vicinity of any one 
resonant mode. By neglecting this change of electronic admittance with 
frequency in the following work, and concentrating our attention on the 
variation with amplitude and repeller voltage, we will emphasize the im- 
portant aspects without serious error. However, the variation of electronic 
admittance with frequency should be kept in mind in considering behavior 
over frequency ranges of several per cent.® 

The circuit admittance is, of course, independent of amplitude and is a 
rapidly varying function of frequency. It is partly dependent on what is 

‘commonly thought of as the resonator or resonant circuit of the oscillator, 
but is also profoundly affected by the load, which of course forms a part of 
the circuit seen from the electron stream. The behavior of the oscillator is 
determined, then, by the electronic admittance, the resonant circuit and 
the load. The behavior due to circuit and load effects applies generally 
to all oscillators, and the simplicity of behavior of the electronic admittance 
is such that similarities of behavior are far more striking than differences. 

We have seen from Appendix I that at a frequency Aw away from the 
resonant frequency wo where Aw<w , the admittance at the gap may be 
expressed as: — 

Vo = Go + j2MAw/wo. (7.1) 


6 Appendix IV discusses the variation of phase with frequency and repeller voltage. 
The variation of phase of electronic admittance with frequency is included in Section IX A. 
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Here the quantity M is the characteristic admittance of the resonator, 
which depends on resonator shape and is unaffected by scaling from one 
frequency to another. Gc is the shunt conductance due to circuit and to 
load. Y¢ as given by (7.1) represents to the degree of approximation re- 
quired the admittance of .any resonant circuit and load with only one 
resonance near the frequency of oscillation. 

It is profitable to consider again in more detail a complex admittance 
plot similar to Fig. 4. In Fig. 12 the straight vertical line is a plot of (7.1). 





a-~Ye = Ye (2; (K)/X) e449 


SUSCEPTANCE, B 
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Wo = (LC)-VYa 


=e 
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Fig. 12.—The resonator and its load can be represented as a shunt resonant circuit 
with a shunt conductance G. For frequencies near resonance, the conductance is nearly 
constant and the susceptance B is proportional to frequency, so that when susceptance is 
plotted vs conductance, the admittance Y is a vertical straight line. The circles mark off 
equal increments of frequency. The electronic admittance is little affected by frequency 
but much affected by amplitude. “Tne negative of an electronic admittance Y, having a 
constant phase angle A@ is shown in the figure. The dots mark off equal amplitude steps. 
Oscillation will occur at a frequency and amplitude specified by the intersection of the 
curves Y and —Y,. 


The circles mark equal frequency increments. Now if we neglect the varia- 
‘ tion of the electronic admittance with phase, then the negative of the small 
signal electronic admittance on this same plot will be a vector, the Iccus of 
whose termination will be a circle. The vector is shown in Fig. 12. The 
dots mark off admittance values corresponding to equal amplitude incre- 
ments as determined by the data of Fig. 5. 

Steady oscillation will take place at the frequency and amplitude repre- 
sented by the intersection of the two curves. If the phase angle Aé@ of the 
~ Y, curve is varied by varying the repeller voltage, the point of intersection 
will shift on both the Y¢ curve and the —Y, curve. The shift along the 


REFLEX OSCILLATORS 487 


Y ¢ curve represents a change in frequency of oscillation; the shift along the 
—Y,curve represents a change in the amplitude of oscillation. If we know 
the variation of amplitude with position along the — Y,,. curve, and the varia- 
tion of frequency with position along the Y¢ curve, we can obtain both the 
amplitude and frequency of oscillation as a function of the phase of —Y,, 
which is in turn a function of repeller voltage. 

From (2.3) and (2.7) we can write —Y, in terms of the deviation of drift 

3 


angle A@ from 2 + ¢{ cycles. 
—Vo = yel2Ia(X)/X)e™. (7.2) 


The equation relating frequency and Aé can be written immediately from 
inspection of Fig. 12. 


2MAw/wo = —Ge tan Ad 
Aw/wo = —(Gc/2M) tan Aé (7.3) 
Aw/wy = —(1/2Q) tan Aé. 


Here Q is the loaded Q of the circuit. 

The maximum value of A@ for which oscillation can occur (at zero ampli- 
tude) is an important quantity. From Fig. 12 this value, called Ay, is 
obviously given by 


cos Ato = Gec/ve = (Gc/M)(M/ye) (7.4) 
| = (M/y.)/0. 
From this we obtain 
| tan A®) = -E (0%(y./M)?. —1)}. (7.5) 
By using (7.3) we obtain | 
(Aw/do)o = = (4) (e/M) (1 — (M/y.0)*)’ (7.6) 
(Aco/ewo)o = (3) (ye/M) (1 — (Ge/y.)*)*. (7.7) 


These equations give the electronic tuning from maximum amplitude of 
oscillation to zero amplitude of oscillation (extinction). 
The equation relating amplitudes may be as easily derived from Fig. 12. 


G2, + (2MAw/w)? = ye (2Ii(X)/X)? (7.8) 
at 
Aw = 0 let X = Xo. Then 


Aes/o = (ye/2M) ((2I1(X)/X)? —(2Ii(Xo0)/Xo)?)?. (7.9) 


v 
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It i is of interest to have the value of Aw/w at half the power for Aw = 0. 
At half power, X = X)/+/2, so 


(Ae/n)s = (yo/2M)((2Iu(Xe/-V3)/(Xe/ V3)? = (2I%e)/X)' (7.10) 
For given values of modulation coefficient and Vo , X is a function of the 
r-f gap voltage V and also of drift angle and hence of A@, or repeller voltage 
(see Appendix IV). For the fairly large values of 6 typical of most reflex 
oscillators, we can neglect the change in X due directly to changes in AQ, 
and consider X as a direct measure of the r-f gap voltage V. Likewise 
ye is a function of drift time whose variation with A@ can and will be dis- 
regarded. Hence from (7.9) we can plot (X/Xo)? vs. Aw/wo and regard this 
as a representation of normalized power vs. frequency. 
Let us consider now what (7.3) and (7.9) mean in connection with a given 
reflex oscillator. Suppose we change the load. This will change Q in 
(7.3) and Xo in (7.9). From the relationship previously obtained for the 
condition for maximum power output, Gr/ye = Jo(Xo0), we can find the 
value of X» that is, X at Aw = 0, for various ratios of Gr/y.. ForGr = 0 
(zero resonator loss) the optimum power value of Xo is 2.4. When there is 
some resonator loss, the optimum total conductance for best power output 
is greater and hence the optimum value of Xo is lower. 

In Fig. 13 use is made of (7.3) Aw/wo in plotted vs. A@ (which Aetieiies 
as the repeller is made more negative) for several values of Q, and in Fig. 14, 
(7.9), is used to plot (X/X0)? vs. (2M/y.)Aw/wo, which is a generalized 
electronic tuning variable, for several values of Xo. These curves illustrate 
typical behavior of frequency vs. drift angle or repeller voltage and power 
vs. frequency for a given reflex oscillator for various loads. In practice, 
the S shape of the frequency vs. repeller voltage curves for light loads 
(high Q) is particularly noticeable. The sharpening of the amplitude vs. 
frequency curves for light loads is also noticeable, though of course the cusp- 
like appearance for zero load and resonator loss cannot be repreduced ex- 
perimentally. It is important to notice that while the plot of output vs. 
frequency for zero load is sharp topped, the plot of output vs. repeller volt- 
age for zero load is not. 

Having considered the general shape of frequency vs. repeller voltage 
curves and power vs. frequency curves, it is interesting to consider curves of 
electronic tuning to extinction ((Aw/«'o)9) and electronic tuning to half power 
((Aw/wo)1) vs. the loading parameter, (M/y.Q) = Gc/y-. . Such curves are 
shown in Fig. 15. These curves can be obtained using (7.7) and (7.10). 
In using (7.10) X can be related to Gc/y- by the relation previously derived 
from 2J\(X)/X = Gc/y, and given in Fig. 5 as a function of X. It is to 

_be noted that the tuning to the half power point, (Aw/eo); , and the tuning 
to the extinction point, (Aw/wo)o, vary quite differently with loading. 
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Fig. 13.—A parameter proportional to electronic tuning plotted vs deviation from 
optimum drift angle A@ for various values of loaded Q. For lower values of Q, the fre- 
quency varies rapidly and almost linearly with A@. For high values of Q, the frequency 
curve is S shaped and frequency varies slowly with Ad for small values of Ad. 
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Fig. 14.—The relative power output vs a parameter proportional to the frequency 
deviation caused by electronic tuning, for various values of load. For zero loss and zero 
load, the curve is peaked. For zero loss and optimum load, the curve has its greatest 
width between half power points. For zero loss and greater than optimum load, the curve 
is narrow. 
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The quantity 
(Aw/wo)s 


has a maximum value at G</y. = .433(X = 2.40), which is the condition 
for maximum power output when the resonator loss is zero. 

In Fig. 11 we have a plot of Gc/y. vs. Gr/ye for optimum loading (that 
is loading to give maximum power for A@ = 0). This, combined with the 














Fig. 15.—A parameter proportional to electronic tuning range vs the ratio of total 
circuit conductance and small signal electronic admittance. The electronic tuning 
to extinction (Aw/wo)o is more affected by loading than the electronic tuning to half power 
points (Aw/wo)4. 


curves of Fig. 15, enables us to draw curves in the case of optimum loading 
for electronic tuning as a function of the resonator loss. Such curves are 
shown in Fig. 16. 

From Fig. 16 we see that with optimum loading it takes very large reso- 
nator losses to affect the electronic tuning range to half power very much, 
and that the electronic tuning range to extinction is considerably more 
affected by resonator losses. Turning back to Fig. 7, we see that power is 
affected even more profoundly by resonator losses. It is interesting to 
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“compare the effect of going from zero loss to a case in which the lcss con- 
ductance is 5 of the small signal electronic conductance (Gz = y./2). The 
table below shows the fraction to which the power or efficiency, the elec- 
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Fig. 16.—The effect of resonator loss on electronic tuning in an oscillator adjusted for 
optimum power output at the center of the electronic tuning range. A parameter pro- 
portional to electronic tuning is plotted vs the ratio of the resonator loss to small signal 
electronic admittance. The electronic tuning to extinction is more affected than the 
electronic tuning to half power as the loss is changed. 


tronic tuning range to extinction, and the electronic tuning range to half 
power are reduced by this change. 








Power, Efficiency (1) Electronic aa Extinction Electronic Nag Half Power 
2 
24 76 .88 





From this table it is obvious that efforts to control the electronic tuning by 


, . G ; ; 
varying the ratio —* are of dubious merit. 


Ye : 


492 BELL SYSTEM TECHNICAL JOURNAL 


One other quantity may be of some interest; that is the phase angle of 
electronic tuning at half power and at extinction. We already have an 
expression involving Ao (the value at extinction) in (7.4). By taking ad- 
vantage of (3.10) and (3.8) (Figs. 5 and 11), we can obtain A@ vs. Gc/y-. 


Ww 
oO 











PHASE OF ELECTRONIC ADMITTANCE IN DEGREES 





Fig. 17.—The phase of the drift angle for extinction and half Benet vs the ratioo — 
resonator loss to small signal electronic admittance. 


(=M/Qy.) for optimum loading. By referring to Fig. 12 we can obtain the 
relation for A@; (the value at half power) 


Ge = ye (2Ii(X0/-V2)/(X0/~/2)] cos Ady. (7.11) 
However, we have at A@ = 0 
Go = Ve [2Ii(Xo0)/Xol. (7.12) 
Hence 
- JI1(Xo) . 
cos Ahi = > JF (Xo/V/ 2)’ (7.13) 


Again, from (3.10) and (3.8) we can express Xo for optimum power at A@ = 
0 in terms of Gc/y.. In Fig. 17, A@> and A@; are plotted vs. Gc/y. for 
optimum loading. e 
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VIII. HystTrereEsts 


All the analysis presented thus far would indicate that if a reflex oscillator 
is properly coupled to a resistive load the power output and frequency will 
be single-valued functions of the drift time or of the repeller voltage, as 
illustrated in Fig. 18. During the course of the development in these labora- 
tories of a reflex oscillator known as the 1349XQ, it was found that even if 


POWER OR FREQUENCY SHIFT, Af 
: o 





NEGATIVE REPELLER VOLTAGE ——> 


Fig. 18.—Ideal variation of power and frequency with repeller voltage, arbitrary units. 


the oscillator were correctly terminated the characteristics departed vio- 
lently from the ideal, as illustrated in Fig. 19. Further investigation dis- 
closed that this departure was, to a greater or less degree, a general charac- 
teristic of a]l reflex oscillators in which no special steps had been taken to 
prevent it. . 

The nature of this departure from expected behavior is that the output is 
not a single valued function of the repeller voltage, but rather that at a given 
repeller voltage the output depends upon the direction from which the repel- 
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ler voltage is made to approach the given voltage. Consider the case illus- 
trated in Fig. 19. The arrows indicate the direction of repeller voltage vari- 
ation. If we start from the middle of the characteristic and move toward 
more negative values of repeller voltage, the amplitude of oscillation varies 
continuously until a critical value is reached, at which a sudden decrease in 


POWER OR FREQUENCY SHIFT, Af 
° 





NEGATIVE REPELLER VOLTAGE ——~> 


Fig. 19.—A possible variation of power and frequency with repeller voltage when there 
is electronic hysteresis. The arrows indicate the direction of variation of repeller voltage. 


amplitude isobserved. This drop may be to zero amplitude as shown or toa 
finite amplitude. In the latter case the amplitude may again decrease con- 
tinuously as the repeller voltage is continuously varied to a new critical 
value, where a second drop occurs, etc. until finally the output falls to zero. 
In every observed case, even for more than one drop, the oscillation always 
dropped to zero discontinuously. Upon retracing the repeller voltage varia- 
tion, oscillation does not restart at the repeller voltage at which it stopped 
but remains zero until a less negative value is reached, at which point the 
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oscillation jumps to a large amplitude on the normal curve and then varies 
uniformly. The discontinuities occur sometimes at one end of the charac- 
teristic and sometimes at the other, and infrequently at both. It was first 
thought that this behavior was caused by an improper load,’ but further 
investigation proved that the dependence on the load was secondary and 
the conclusion was drawn and later verified that the effect had its origin in 
the electron stream. For this reason the discontinuous behavior was called 
electronic hysteresis. 

In any self-excited oscillator having a simple reasonant circuit, the os- 
cillating circuit may be represented schematically as shown in Fig. 20. 
Here LZ and C represent the inductance and capacitance of the oscillator. 
Gr is a shunt conductance, representing the losses of the circuit, and G, is 
the conductance of the load. Henceforth for the sake of convenience we 





Fig. 20.—Equivalent circuit of reflex oscillator consisting of the capacitance C, induct- 
ance L, the resonator loss conductance Gp, the load conductance Gz, and the electronic 
admittance Ve. 


will lump these and call the totalG,. Y.represents the admittance of the 
electron stream. Such a circuit has a characteristic transient of the form 


V = Voe | (8.1) 
where 
= Cece and w = ao ' 
| 2C LC 
Oscillations will build up spontaneously if 
Go+tG,<0. (8.2) 
For stable oscillation at amplitude V we require 
G[V]+ G,=0 (8.3) 


(8.2) and (8.3) state that the amplitude of oscillation will build up until 
non-linearities in the electronic characteristics reduce the electronic con- 
ductance to a value equal and opposite to the total load plus circuit con- 
ductance. Thus, in general 


VY. = Geoki(V) + 7Beol’2(V) (8.4) 
7 See Section IX. 
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where 
¥; = Geo i IBe0 (8.5) 


is the admittance for vanishing amplitude, which is taken as a reference 
value. The foregoing facts are familiar to any one who has worked with 
oscillators. 

Now, condition (8.3) may be satisfied although (8.2) is not. Then an 
oscillator will not be self-starting, although once started at a sufficiently 
large amplitude its operation will become stable. An example in common 
experience is a triode Class C oscillator with fixed grid bias. In such a case 


FV) > F(0) (8.6) 


holds for some V. 

As an example of normal behavior, let us assume that F(V) is a continu- 
ous monotonically decreasing function of increasing V, with the reference 
value of V taken as zero. Then the conductance, Ge = Geol (V) will vary 
with V as shown in Fig. 21. Stable oscillation will occur when the ampli- 
tude V; has built up to a value such that the electronic conductance curve 
intersects the horizontal line representing the load conductance, G_. Geo 
is a function of one or more of the operating parameters such as the elec- 
tron current in the vacuum tube. If we vary any one of these parameters 
indicated as X, the principal effect will be to shrink the vertical ordinates 
as shown in Fig. 21 and the amplitude of oscillation will assume a series 
of stable values corresponding to the intercepts of the electronic conductance 
curves with the load conductance. If, as we have assumed, F(V) is a 
monotonically decreasing function of V, the amplitude will decrease con- 
tinuously to zero as we uniformly vary the parameter in such a direction as 


to decrease Geo. Zero amplitude will, of course, occur when the curve has - 


shrunk to the case where Goo = G_. Under these conditions the power 
output, $G,V’, will be a single value function of the parameter as shown in 
Fig. 22 and no hysteresis will occur. 

Suppose, however, that /’(V) is not a monotonically decreasing function of 
V but instead has a maximum so that G.of(V) appears as shown in Fig. 23. 
In this case, if we start with the condition indicated by the solid line and 
vary our parameter X in such a direction as to shrink the curve, the ampli- 
tude will decrease smoothly until the parameter arrives at a value of Xs 
corresponding to amplitude Vs at which the load line is tangent to the maxi- 
mum of the conductance curve. Further variation of X in the same direc- 
tion will cause the amplitude to jump to zero. Upon reversing the direction 
of the variation of the parameter, oscillation cannot restart until X arrives 
at a value X,4 such that the zero amplitude conductance is equal to the load 
conductance. When this occurs the amplitude will suddenly jump to the 
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Ge = Geo (X) F (V) 


NEGATIVE OF LOAD 
CONDUCTANCE, -GL 


ELECTRONIC CONDUCTANCE, Ge => 





AMPLITUDE OF OSCILLATION, Vo ——> 


‘ 


Fig. 21.—A possible variation of:electronic conductance with amplitude of oscillation 
for the general case of an oscillator. Arbitrary units are employed. Different curves 
correspond to several values of a parameter X which determines the small signal values of 
the conductance. The load conductance is indicated by the horizontal line. Stable 
oscillation for any given value of the parameter X occurs at the intersection of the elec- 
tronic conductance curve with the load line G,. 


POWER OUTPUT =———» 





BUNCHING PARAMETER, X ——> 


Fig. 22.—Variation of power output with the parameter X when the conditions of Fig. 
21 apply. 
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value V4. Under these conditions the power output will appear as shown in 
Fig. 24, in which the hysteresis is apparent. 

Let us now consider the conditions obtaining in a reflex oscillator. Fig. 
1 shows a schematic diagram of a reflex oscillator. ‘This shows an electron 
gun which projects a rectilinear electron stream across the gap of a resonator. 


Ge = Geo (X) F (Vv) 


NEGATIVE OF LOAD 
CONDUCTANCE, -Gi 


ELECTRONIC CONDUCTANCE, Gg => 





V5 V4 
AMPLITUDE OF OSCILLATION, V => 


Fig. 23.—Variation of electronic conductance with amplitude of oscillation of a form 
which will result in hysteresis. The parameter X determines the small signal value of the 
conductance. The horizontal line indicates the load conductance. 


After the beam passes through this gap it 1s retarded and returned by a uni- 
form electrostatic field. If we carry out an analysis to determine the elec- 
tronic admittance which will appear across the gap if the electrons make one 
round trip, we arrive at expression 2.2 which may be written 


ae 
— 108 0 Ii(X) [sin 6 + 7 cos 6] (8.7) 


Ne Vo xX 








where 


BV 
5 ge ean 
2V, 
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This admittance will be a pure conductance if 6 = 0 = (71 + 3) 27. As 
we have seen, in an oscillator designed specifically for electronic tuning, 7 
usually has a value of 3 or greater and the variations A@ from @ arising from 





POWER OUTPUT ——> 





Xs X4 a 
BUNCHING PARAMETER, X ——» 


Fig. 24.—A curve of power output vs parameter XY resulting from the conductance 
curves shown in Fig. 23 and illustrating hysteresis. 


repeller voltage variation are sufficiently small so that the effect of A@ in 
varying X may be neglected. In this case we may write 





_ _. 2I(CV) 

G. = e “ev cos A@é 
_ in B’ 

Je = OF (8.8) 
_ 8 

C= T° 


The parameter which we vary in obtaining the repeller characteristic of 
the tube isA@. The variation of this parameter is produced by shifting the 
repeller voltage Vr from the value V go corresponding to the transit angle 
Ji(CV) 

CV. 
increases, no explanation of hysteresis is to be found in this expression. 
Fig. 25b shows the smooth symmetrical variation of output with repeller 
voltage about the value for which A9 = 0 which is to be expected. 





6). Since as is shown, Fig. 25a, decreases monotonically as V 
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Now suppose a second source of conductance G,2 exists whose amplitude 
function is of the form illustrated in Fig. 26a. Let us suppose that for the 


1.0 : 
REPELLER VOLTAGES: 











o 
® 





2 
Ny 





° 
o 





NEGATIVE OF 
LOAD CONDUCTANCE ,-G- 
aes ee (Rae Galea (aaa Oeiaicas (abc 


o 
iS 











oO 
w 





Oo 
ny 





RELATIVE ELECTRONIC CONDUCTANCE 
[e) 
wo 


























ie} 0.5 1.0 1S 2.0 2.5 3.0 3.5 4.0 
AMPLITUDE OF OSCILLATION IN ARBITRARY UNITS 


























IN ARBITRARY UNITS 





Ae 





SQUARE OF AMPLITUDE OF OSCILLATION 




















< 
ssa Oe tes 











NEGATIVE REPELLER VOLTAGE ——> 


Fig. 25.—a. Variation of electronic conductance with amplitude of oscillation for an 
ideal oscillator. The parameter controlling the small signal electronic conductance is the 
repeller voltage which determines the transit angle in the repeller region. The horizontal 
line indicates the load conductance. 


b. The variation ‘of power output with the repeller voltage which results from the 
characteristics of Fig. 25a. 
value of 6 assumed the phase of this conductance is such as to oppose 
Ge, Ge may or may not bea function cf A@. For the sake of simplicity let 
us assume that G2 varies with A@ in the same wayasG.,. The total conduc- 
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Fig. 26.—a. Curve G. shows the variation of electronic conductance with amplitude 
of oscillation for an ideal reflex oscillator.. Curve G2 represents the variation of a second 
source of electronic conductance with amplitude. The difference of these two curves 
indicated G.1-G.2 shows the variation of the sum of these two conductance terms with 
amplitude. 

b. Electronic conductance vs amplitude of oscillation when two conductance terms 
exist whose variation with repeller voltage is the same. 

c. Power output vs repeller voltage for a reflex oscillator in which two sources of con- 
ductance occur varying with amplitude as shown in Fig. 26b. 
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tance G. = Ga — Ge willappearasshown. As the repeller voltage is varied 
from the optimum value the conductance curve will shrink in prcportion to 
cos A@, and the amplitude of oscillation for each value of A@ will adjust itself 
to the value corresponding to the intersection of the load line and the con- 
ductance plot as shown in Fig. 26b. When the load line becomes tangent, 
as for amplitude V4, further variation of the repeller voltage in the same 
direction will cause oscillation to jump from V4 to zero amplitude. Cor- 
respondingly, on starting oscillation will restart witha jump to V3. Hence, 
two sources of conductance varying in this way will produce conditions pre- 
viously described, which would cause hysteresis as shown in Fig. 26c. 
The above assumptions lead to hysteresis symmetrically disposed about the 
optimum repeller voltage. Actually, this is rarely the case, but the ex- 
planation for this will be deferred. 

Fig. 27 shows repeller characteristics for an early model of a reflex oscil- 
lator designed at the Bell Telephone Laboratories. The construction of this 
oscillator was essentially that of the idealized oscillator of Fig. 1 upon which 
the simple theory is based. However, the repeller characteristics of this 
oscillator depart drastically from the ideal. It will be observed that a 
double jump occurs in the amplitude of oscillation. The arrows indicate 
the direction of variation of the repeller voltage. The variation in the fre- 
quency of oscillation is shown, and it will be observed that this also is dis- 
continuous and presents a striking feature in that the rate of change of fre- 
quency with voltage actually reverses its sign for a portion of the range. A 
third curve is shown which gives the calculated phase A@ of the admittance 
arising from drift in the repeller field. This lends very strong support to 
the hypothesis of the existence of a second source of conductance, since this 
phase varies by more than 180°, so that for some part of the range the repel- 
ler conductance must actually oppose oscillation. The zero value phase is 
arbitrary, since there is no way of determining when the total angle is 
(n + G)2m. | | 

Having recognized the circumstances which can lead to hysteresis in the 
reflex oscillator, the problem resolves itself into locating the second source 
of conductance and eliminating it. 

A number of possible sources of a second conductance term were in- 
vestigated in the particular case of the 1349 oscillator, and most were found 
to be of negligible importance. It was found that at least one important 
second source of conductance arose from multiple transits of the gap made 
by electrons returning to the cathcde region. In the case of the 1349 a de- 
sign of the electron optical system which insured that the electron stream 
made only one outgoing and one return transit of the gap eliminated the 
hysteresis in accordance with the hypothesis. 
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Inasmuch as multiple transits appear to be the most common cause for 
hysteresis in reflex oscillator design, it seems worthwhile to obtain a more 
detailed understanding of the mechanism in this case. Other possible 
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Fig. 27.—Amplitude, frequency and transit phase variation with the repeller voltage 
obtained experimentally for a reflex oscillator exhibiting electronic hysteresis. The 
arrows indicate the direction of variation of the repeller voltage. 


mechanisms such as velocity sorting on the repeller will give rise to similar 
effects and can be understood from what follows. 

In the first order theory, the electrons which have retraversed the gap 
are conveniently assumed to vanish. Actually, of course, the returning 
stream is remodulated and enters the cathcde space. Unfortunately, the 
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conditions in the cathode region are very complex, and an exact analysis 
would entail an unwarranted amount of effort. However, from an approxi- 
mate analysis one can obtain a very simple and adequate understarding of 
the processes involved. 

Let us examine the conditions existing after the electrons have returned 
through the gap of the idealized reflex oscillator. In the absence of oscilla- 
tion, with an ideal rectilinear stream and ideally fine grids all the electrons 
which leave the cathode will return to it. When oscillation exists all elec- 
trons which experience a net gain of energy on the two transits will be cap- 
tured by the cathede, while those experiencing a net loss will not reach it, 
but instead will return through the gap for a third transit, etc. Ina frac- 
. tical oscillator even in the absence of oscillation only a fraction of the elec- 
trons which leave the cathode will be able to return to the cathode, because 
of losses in axial velocity produced by deflections by the grid wires and vari- 
ous other causes. Asa result, it will not be until an appreciable amplitude 
of oscillation has been reached that a major proportion of the electrons 
which have gained energy will be captured by the cathode. On the other 
hand, there will be an amplitude of oscillation above which no appreciable 
change in the number captured will occur. 

The sorting action which occurs on the cathcde will prcduce a source of 
electronic admittance. Anctker contribution may arise from space charge 
interaction of the returning bunched beam with the cutgoing stream. A 
third component arises from the continued -unching : sulting from the first 
transit of the gap. From the standpoint of this third component the reflex 
oscillator with multiple transits suggests the action of a cascade amplifier. 
The situation is greatly complicated by the nature of the drift field in the 
cathode space. All three mechanisms suggested above may combine to 
give a resultant second source. Here we will consider only the third com- 
ponent. Consider qualitatively what happens in the bunching action of a 
reflex oscillator. Over one cycle of the rf. field, the electrons tend to bunch 
about the electron which on its first transit crosses the gap when the field 
is changing from an accelerating to a decelerating value. The group re- 
crosses the gap in such a phase that the field extracts at least as much energy 
from every electron as it gave up to any electron in the group. When we 
consider in addition various radial deflections, we see that very few of the 
electrons constituting this bunch can be lost on the cathcde. 

Although it is an oversimplification, let us assume that we have a linear 
retarding field in the cathode region and also that none of the electrons are 
intercepted on the cathode. To this order of approximation a modified 
cascade bunching theory would hardly be warranted and we will consider 
only that the initial bunching action is continued. Under these conditions, 


REFLEX OSCILLATORS 505 


we can show that the admittance arising on the third transit of the gap will 
have the form 








Cr) 
= +15 mu sib [sin 0; +7 cos 6] (8.9) 
2Vo 


where Io is the effective d.c. contributing to the third transit. 6, = 0+ 0¢ 
is the total transit angle made up of the drift angle in the repeller space, 6, 
and the drift angle in the cathode space @¢. As before, assume that the 
small changes in 0; caused by the changing repeller voltage over the elec- 
tronic tuning range exercise an appreciable effect only in changing the sine 
and cosine terms. Then we may write | 








Y,= Gi + 4B, = ye 2Si(CeV) [sin 6, +7 cos 6;] (8.10) 
CoV ; 
where 
610 6V r _ B10 
— ) d e = . 
Ga gy 8. oe oy, 
If Aé@ = A, r— 8 10 
Gi=y¥, ee, [sin 04 cos AO; + cos Oy sin Ay]. (8.11) 
2 : 
Now 
Aé = WoT _AVe | + AwTo 
Ve + Vo + Vo . 
Ad, = Awt, (8.12) 
— AVe 
AO; = wor +A + Awe. 
t 0T Vv, =e V; WTO T, 


We observe that the phase angle of the admittance arising on the third 
transit varies more rapidly with repeller voltage (i.e., frequency) than the 
phase angle of the second transit admittance. This is of considerable im- 
portance in understanding some of the features of hysteresis. 

Let us consider (8.11) for some particular values of 6¢ or 6;. We remem- 
ber that 6, is es than @and hence C2 > C,. Since this is so, the limit- 
Jo(CoV) will become zero at a lower value of V than ZEON) ; 
—C2V CiV 
We will consider two cases 6; = (#2 + 1)2x and 6; = (1 + 32)2r. These 


ing fiction = 
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correspond respectively to a conductance aiding and bucking the conduct- 
ance arising on the first return. In case 1 we have 


' =a 2I1(C2V) 


= eset 8.13 
Ge «Gy 008 Abe (8.13) 
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Fig. 28.—Theoretically derived variation of electronic conductance with amplitude of 
oscillation. Curve G, represents conductance arising from drift action in the repeller 
space. Curve G{ represents the conductance arising from continuing drift in the cathode 
region. G@ represents the conductance variation with amplitude which will result if 
G, and G, are in phase opposition. 


and case 2 


Py pep ICE) 
Ce Ne er 


Figure 28 illustrates case (2) and Fig. 29 case (1). If cos A®@; and cos A@é 
varied in the same way with repeller voltage, the resultant limiting function 
would shrink without change in form as the repeller voltage was varied, 
and it is apparent that Fig. 28 would then yield the conditions for hysteresis 
and Fig. 29 would result in conditions for a continuous characteristic. 
If Fig. 28 applied we should expect hysteresis symmetrical about the opti- 
mum repeller voltage. We recall, however, that in Fig. 27 hysteresis 


cos Aé; . (8.14) 
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occurred only on one end of the repeller characteristic and was absent on 
the other. The key to this situation lies in the fact that AO, and A@ do not 
vary in the same way when the repeller voltage is changed and the fre- 
quency shifts as shown in (8.12). Asa result, the resulting limiting function 
does not shrink uniformly with repeller voltage, since the contribution 
G, changes more rapidly than G.. Hence we should need a continuous 
series of pictures of the limiting function in order to understand the situa- 
tion completely. 


25; (Civ) 
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~ Ge = 
AS ye CV 
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Fig. 29.—Theoretically derived curves of electronic conductance vs amplitude of oscil- 
lation. Curve G? shows the’variation of the resultant electronic conductance when 
the repeller space contribution and the cathode space contribution are in phase addition. 


Suppose we consider Fig. 29 and again assume in the interests of simplicity 
that A@; and Aé vary at the same rate. In this case we observe that in the 
region aa’ the conductance varies very rapidly with amplitude. This would 
imply that in this region the output would tend to be independent of the 
repeller voltage. If we refer again to Fig. 27 we observe that the output is 
indeed nearly independent of the repeller voltage over a range. 

We see that these facts all fit into a picture in which, because of the more 
rapid phase variation of 6, than 6 with repeller voltage, the limiting function 
at one end of the repeller voltage characteristic has the form of Fig. 28. 
accounting for the hysteresis, and at the other end has the form of Fig. 29, 
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accounting for the relative independence of the output on the repe‘ler 
voltage. . 

In what has been given so far we have arrived qualitatively at an explana- 
tion for the variation of the ampiitude. There remains the explanatic« 
for the behavior of the frequency. In this case we plot susceptance as a 
function of amplitude and, as in the case of the conductance, there will be 
several contributions. The primary electronic susceptance will be given by 


2Ii(CV) 
Hence, as we vary the parameter A@ by changing the repeller voltage the 


susceptance curve swells as the conductance curve shrinks. The.circuit 
condition for stable oscillation is that 


B, + 2AwC = 0. (8.16) 





Be = Ve sin 0. (8.15) 


A second source of susceptance will arise from the continuing drift in the 
cathode space. Referring to equation (8.10) we see that this will have the 
form 


’ 1 2Ii(C2V) 
C= | 
B y CV crs 0; . 7) 
and corresponding to equation (8.11) we write 
Bo= yy, 2Ji(C2V) [cos 0% cos AO; — sin Oo sin Aé;}. (8.18) 


C2V 


Consider the functions given by (8.18) for values of 6; = (n + 4)2m and - 
(x1 -+- 2)27 as functions of V. These are the extreme values which we 
considered in the case of the conductance. The ordinates of these curves 
give the frequency shift as a function of the amplitude. 

In case 1 we have 


sin Ad; . (8.19) 


» 1 2I,(C2V) 
pasa a6 i 
and case 2 
Bo = 9 25 CaV) AO; (8.20) 


The total susceptance will be the sum of the susceptance appearing across 
the gap as a result of the drift in the repeller space and the susceptance 
which appears across the gap as a result of the cascaded drift action in:the 
repeller region and the cathode region. If sin A@; and sin A@ varied in 
the same way with the repeller voltage, the total susceptance would expand 
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or contract without change in form as the repeller voltage was varied. In 
Figs. 30 and 31 a family of susceptance curves are shown corresponding 
respectively to cases 1 and 2 above for various values of A@;, assuming 
that A@, and A@ vary in the same way with the repeller voltage. As the 


/ 
CisGe 


j(Be -Be)=-2 jAwc 
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Fig. 30.—a. Theoretical variation of electronic conductance vs amplitude of oscillation 
in the case in which two components are in phase opposition. The parameter is the re- 
peller transit phase. It is assumed that the two contributions have the same variation 
with this phase. 


b. Susceptance component of electronic admittance as a function of amplitude for the 
case of phase opposition given in Fig. 30a. The parameter is the repeller phase. The 
dashed line shows the variation of amplitude with the susceptance shift. ~~ 
repeller voltage is varied the amplitude of oscillation will be determined 
‘by the conductance limiting function. In the case of the susceptance we 
cannot determine the frequency from the intersection of the curve with a 
load line. The frequency of oscillation will be determined by the drift 
angle and the amplitude of oscillation. The amplitude variation with’ 
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angle may be obtained from Fig. 30a, which gives the conductance family. 
This gives the frequency variation with angle indicated by the curve con- 


(Be+Be) = -2AWC 
oO 
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Fig. 31.—Theoretical variation of the susceptance components of electronic admittance 
vs amplitude of oscillation for the case in which two components of electronic susceptance- 
are in phase addition. 
necting the dots of Fig. 30b. On the assumption that A@,; and A@ vary at 
- the same rate with repeller voltage a symmetrical variation about A@ = 0 
will occur As shown in Fig. 30b. However, from the arguments used con- 
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cerning the conductance the actual case would involve a transition from 
the situation of Fig. 30b to that of Fig. 31. Ifa discontinuity in amplitude 
occurs in which the amplitude does not go to zero, it will be accompanied 
by a discontinuity in frequency, since the discontinuity in amplitude in 
general will cause a discontinuity in the susceptance. If this discontinuity 
in susceptance occurs between values of the amplitude such as V, and V,z 
of Fig. 30, we observe that the direction of the frequency jump may be 
opposite to the previous variation. We also observe that if the rate of 
change of susceptance with amplitude is greater than the rate of change of 
‘susceptance with A@, then in regions such as that lying between zero ampli- 
tude of V; the rate of change of frequency with Aé may reverse its direction. 

One can see that because of the longer drift time contributing to the third 
transit the conductance arising on the third transit may be of the same 
order as that arising on the second transit. In oscillators in which several 
repeller modes, i.e., various numbers of drift angles, may be displayed, one 
finds that the hysteresis is most serious for the mcdes with the fewest cycles 
of drift in the repeller space. One might expect this, since for these mcdes 
the contribution from the cathcde space is relatively more important. 

Some final general remarks will be made concerning hysteresis. One 
thing is obvious from what has been said. With the admittance conditions 
as depicted, if all the electronic operating conditions are fixed and the load 
is varied hysteresis with load can exist. This was found to be true experi- 
mentally, and in the case of oscillators working into misterminated long lines 
it can produce disastrous effects. Where hysteresis is severe enough, it 
will be found that what we have chosen to call the sink margin will be much 
less than the theoretically expected value. An illustration of this is given 
in Fig. 109. 

The explanation which we have given for the hysteresis in the reflex 
oscillator depends upon the existence of two sources of conductance. This 
was apparently a correct assumption in the case studied, since the elimina- 
tion of the second source also eliminated the hysteresis. It is possible, 
however, to obtain hysteresis in a reflex oscillator with only a single source. 
This can occur if the phase of the electronic admittance is not independent 
of the amplitude. Normally, in adjusting the repeller voltage the value 
is chosen for the condition of maximum output. This means that the drift 
angle is set to a value to give maximum conductance for large amplitude. 
Tf the drift angle is then a function of the amplitude, this will mean that for 
small amplitude it will no longer be optimum. Thus, although the limiting 
Ji(CV) 

CV 
tude declines, the phase factor will cppose this increase. If the phase factor 
depended sufficiently strongly on the amplitude, the decrease in G, caused by 


function tends to increase the electronic conductance as the ampli- 
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Ji(CiV) 

CV 
result the conductance might have a maximum value for an amplitude 
greater than zero, leading to the conditions shown in Fig. 23, under which 
hysteresis can exist. 

The first order theory for the reflex oscillator does not predict such an 
effect, since the phase is independent of amplitude. The second order 
theory gives the admittance as 


Vy, = Bolo) 2F,(X) pi O-(r!2)) (1 A 


Asa 





the phase might outweigh the increase due to the function 


2Vo xX 49° 


"YT a y2py2 3 Jo(X) ) _ yt Jo(X) 
: | ax (X°+1)—xX XY 2 (2 — X*) x |) 








(8.21) 








The quantity appearing outside the brackets is the admittance given by the 
first order theory. The second order correction contains real and imaginary 
parts which are functions of X and hence of the amplitude of oscillation. 
Thus, for fixed d-c conditions the admittance phase depends upon the am- 
plitude of oscillation and hence hysteresis might occur. It should be ob- 
served that the correction terms are important only for small values of the 
transit angle 9. In particular, this explanation would not suffice for the 
case described earlier since the design employed which eliminated the hys- 
teresis left the, variables of equation (8.21) unchanged. 


IX. Errect or Loap 


So far we have considered the reflex oscillator chiefly from the point of 
view of optimum performance; that is, we have attempted chiefly to evaluate 
its performance when it is used most advantageously. There has been some 
discussion of non-optimum loading, but this has been incidental to the 
general purpose of the work. Oscillators frequently are worked into other 
than optimum loads, sometimes as a result of incorrect adjustment, some- 
times through mistakes in design of equipment and quite frequently by 
intention in order to take advantage of particular properties of the reflex 
oscillator when worked into specific non-optimum loads. 

In this section we will consider the effects of other than optimum loads 
on the performance of the reflex oscillator. We may divide this discussion 
into two major subdivisions classified according to the type of load. The 
first type we call fixed element loads, and the second variable element loads. 
The first type is constructed of arbitrary passive elements whose constants 
are independent of frequency. The second category includes loads con- 
structed of the same type of elements but connected to the oscillator by 
lines of sufficient length so that the frequency variation of the load admit- 
tance is appreciably modified by the line. 
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A. Fixed Element Loads 


In this discussion it will be assumed initially that Ad, the phase angle of 
—Y,, is not affected by frequency. The results will be extended later to 
account for the variation of A@ with frequency. A further simplification is 
the use of the equivalent circuit of Fig. 118, Appendix I. Initially, the 
output circuit loss, R, will be taken as zero, so the admittance at the gap 
will be 


VY, = Get 27MAw/w + V1/N?. (9.1)8 


Here, Gz» is the resonator loss conductance, M is the resonator characteristic 
admittance, and Y, is the load admittance. 
We will now simplify this further by letting Gp = 0 





Y, = 2jMAw/w + Y,/N?. (9.2) 
From Fig. 12 we see 
G/N? = y[2J,(X)/X] cos Ad (9.3) 
B 2MA : 
wa ae o = —yl2Ii(X)/X] sin Ag. (9.4) 


Now it is convenient to define quantities expressing power, conductance and 
susceptance in dimensionless form. 





p = X°G,/2.5N*y, (9.5) 
G, = G,/N*y, (9.6) 
By, = B,/N*y,. (9.7) 
The power P produced by the electron stream and dissipated in G, is related 
to p 
Dus (25n%e) . 0.8) 
In terms of  and-G,, (9.3) can be written ; 

p = (1/1.25)(2.5p/Gi) “Jil (2.5p/G,)'] cos Ad. (9.9) 

By dividing (9.4) by (9.3), we obtain 
Aw/wo = (—G,/2N2M) tan Ad — B,/2N°M (9.10) 
—(2M/y.)Aw/wo = G; tan Ad + By. (9.11) 


8 To avoid confusion on the reader’s part, it is perhaps well to note that we are, for the 
sake of generality, changing nomenclature. Hitherto we have used VY, to: denote the 
load at the oscillator. Actually our load as the appendix shows is usually coupled by 
some transformer whose equivalent transformation ratio is 1/N?, so that the admittance 
at the gap will be Yz/N?. 
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Equations (9.9) and (9.11) give the behavior of a reflex oscillator with 
zero output circuit loss as the load is changed. It is interesting to plot 
this behavior on a Smith chart.’ Such a plot is known as a Rieke diagram 
or an impedance performance chart. Suppose we first make a plot for 
- A@=0. This is shown in Fig. 32. Constant » contours are solid and, as . 


Si 






LOAD POWER____ 
MAX. LOAD POWER ~% 





r 
RS 


Fig. 32.—Theoretical Rieke diagram for a reflex oscillator operating with optimum 
drift angle. The resonator is assumed lossless. Admittances are normalized in terms of 
the small signal electronic admittance of the oscillator so that oscillation will stop for unity 
standing wave. 





can be seen from the above, they will coincide with the constant conductance 
lines of the chart. Constant frequency curves are dashed and, for Aé = 0, 
they coincide with the locii of constant susceptance. The numbers’on the 
frequency contours give values of (2M/y-)(Aw/wo). The choice of units is 
such that G; = 1 means that the load conductance is just equal to small 
signal electronic conductance which, it will be recalled, is the starting condi- 
tion for oscillation. Hence, the G; = 1 contour is a zero power contour. 
Any larger values of G, will not permit oscillation to start, so the G, contour 
9P. H. Smith, “Transmission Line Calculator,” Electronics, Jan. 1939, pp. 29-31. 
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bounds a region of zero power commonly called the ‘“‘sink,” since all the 
frequency contours converge into it. The other zero power boundary is 
the outer boundary of the chart, G; = 0, which, of course, is an open circuit 
load. ‘The power contours on this chart occur in pairs, except the maximum 
power contour which is single. These correspond to coupling greater than 
and less than the optimum. 

The value of G, for any given power contour for A@ = O may be deter- 
mined by referring to Fig. 9. We are assuming no resonator loss so we use 
the curve for which Gp/y. = 0. From (9.5), if p = 1 we have G,/N*y, = 
2.5/X? which, substituted in (9.3), gives XJ,(X) = 1.25. This is just the 
condition for maximum power output with no resonator loss. From this 
it can be seen that we have chosen a set of normalized coordinates. Hence, 
in using Fig. 9, we have p = H/Hy», where Hm = .394 is the maximum gen- 
eralized efficiency. Thus, for any given value of p we let H in Fig. 9 have 
the value .394p and determine the two values of G; corresponding to that 
contour. 

From Fig. 32 we can construct several other charts describing the per- 
formance of reflex oscillators under other conditions. For instance, sup- 
pose we make A@ other than zero. Such a condition commonly occurs in 
use either through erroneous adjustment of the repeller or through inten- 
tional use of the electronic tuning of the oscillator. We can construct a 
new chart for this condition using Fig. 32. Consider first the constant 
power contours. Suppose we consider the old contour of value p, lying 
along a conductance line G;,. To get a new contour, we can change the 
label from p, to dm = pn cos AO, and we move the contour to a conductance 
line G, = Gn cos A@. That this is correct can be seen by substituting these 
values in (9.9). Consider a given frequency contour lying along B,. 
We shift each point of this contour along a constant conductance line Gin 
an amount By, = Gi, tan A@. It will be observed that this satisfied (9.11). 
In Fig. 33 this has been done for tan A@ = 1, cosA0 = +/2/2. 

Now let us consider the effect of resonator loss. Suppose we have a 
shunt resonator conductance Gr. Let 


Go = Gr/Ye. (9.12) 


Then, if the total conductance is G, , the fraction of the power produced 
which goes to the load is 


f = (Gn — G2)/Gn = Gi/(Gi + G) (9.13) 


accordingly, we multiply each power contour label by the fraction f. Then 
we move all contour points along constant susceptance lines to new values 


In Fig. 34, this has been done to the contours of Fig. 32, for Gz = 3. 
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_ The diagrams so far obtained have been based on the assumption that Aé 
has been held constant. To obtain such a diagram experimentally would be 
extremely difficult. It would require that, as the frequency changed through 
load pulling, and hence the total transit angle 6 = 2xf7 changed, an adjust- 
ment of the repeller. voltage be made to correct the change. In actual 
practice, Rieke diagrams for a reflex oscillator are usually made holding the 


A> 
LOAD POWER AQ=1I/4 


LOAD POWER A@=TI/4 ate IS Oe ee es 
MAX. LOAD POWER A9=0 
f 










-(2M)\( 40 
; (a ( 3) 
Fig. 33.—A transformation of the Rieke diagram of Fig. 32 showing the effect of shifting 
the drift angle away from the optimum by 45°. 


transit time 7 constant or in other words, with fixed operating voltages. 
What this does to the basic diagram of Fig. 32 is not difficult to discover, 
provided that 66 is sufficiently small so that we may ignore the variations 


' of the Bessels functions with 66. We will first investigate the effect of fixed 


repeller voltage on the constant frequency contours. To do this we will 
rewrite (9.11), replacing A@ by A@ + 66 and expand. 


606 = Awr = Aw WOT (9.15) 
wo 
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POWER INTO LOAD FOR Go= 0.3 ; 
. MAX. LOAD POWER Ga=0 
/ 
/ 


MAX. POWER INTO LOAD FOR Ga=0.3 
\ 
\ 





Fig. 34.—A transformation of the Rieke diagram of Fig. 32 to show the effect of the 
resonator loss if the phase angle is assumed to be optimum. 


In rewriting (9.11) we will also replace G; by Gi + G2 , to take resonator loss 
into account. We obtain for very small values of 66 


— (2M /y.)(Aw/wo) = (G+ Gy) tan Ad + B,)S (9.16) 
S = 1/(1 + (Gi + G2)wor/(2M/y-.) cos? Ad) 


S = 1/(1 + wor/20 cos? Ad). (9.17) 


Q is the loaded Q of the oscillator. 

To obtain the new constant frequency contours in the case of A@ = 0 
we shift each point of the old contour from its original position at a sus- 
ceptance B, along a constant conductance line G,, to a new susceptance line 
Bm = B,/S. This neglects a second order correction. It will be observed 
that for small values of the conductance G; near the outer boundary, the 
frequency shifts will be practically unchanged, but near the sink where the 
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conductance Gy is large the effect is to shift the constant frequency contours 
along the sink boundary away from the zero susceptance line to larger sus- 
ceptance values. Hence, the constant frequency contours no longer coincide 
with the constant susceptance contours, not even for A@ = 0. 

The change in the power contours is considerably more marked. As the 
frequency of the oscillator changes the transit angle is shifted from the 
optimum value by an amount 66 = (Aw/wo)wor. Thus the electronic 
conductance is reduced in magnitude by a factor cos ~ woT. In particular, 

0 
for the sink contour where the load conductance is just equal to the elec- 
tronic conductance we see that when the repeller voltage is held constant 
the 0 power contour lies not on the G; = 1 — Gz contour but on the locus of 
values G, = cos ae — Ge. 
Wo 
In order to determine the power contours when the transit time rather 


than the transit angle is held constant we make use of (9.3) with addition of 
resonator loss. In normalized coordinates ((9. 6) and (9.12)) and for a phase 
angle of electronic admittance 68 we have 


2Ji(X) 


Git+G@ = cos 50. (9.18) 


From (9.5) and (9.13) we have for the power output 


p = G_ 2XIX) 
Gt@ 25 


Along any constant frequency contour 6@ is constant and has the value 
given by (9.15) in terms of wo and wor. Hence, it will be convenient to plot 
(G, + G2) vs X for various values of 66 as a parameter. This has been 
done in Fig. 35. The angle 66 has been specified in terms of a parameter A 
which appears in the Rieke diagrams as a measure of frequency deviation. 


cos 50. (9.19) 





— 2M Aw (9.20) 
Ve Wo 
In terms of the parameter A 
50 = (y-/2M)(wor)A . (9.21) 


Once we have the curves of Fig. 35 we can find the power for any point 
on the impedance performance chart. We may, for instance, choose to 
find the power along the constant frequency contours, for each of which 
A (or 60) has certain constant values. We assume some constant resonator 
loss G;. Choosing a point along the contour is merely taking a particular 
value of G;. Having 60, Gz. and G; we can obtain X from Fig. 35. ane 
knowing X, we can calculate the power from (9.19). 
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In constructing an impedance performance chart we want constant power 
contours. In obtaining these it is convenient to assume a given value of 
Ge. We will use G. = .3 as an example. Then we can use Fig. 35 and 
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Fig. 35.—Curve of load plus loss conductance vs bunching parameter X for various 
values of a parameter A which gives the deviation in the drift time from the optimum 
‘time. The load and loss conductance are normalized in terms of the small signal elec- 
tronic admittance. The horizontal line represents a loss conductance of Ge = .3. 
(9.19) to construct a family of curves giving p vs G; with A (or 60) asa 
parameter. In a particular case it was assumed that 
= My. = 90 


i Dee 8). 2 
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These values are roughly those for the 2K25 reflex oscillator. Figure 36 
shows Pp vs G; for the particular parameters assumed above. The curves 
were obtained by assuming values of G; for an appropriate A and so obtain- 
ing values of X from Fig. 35. Then the power was calculated using (9.19) 
and so a curve of power vs G; for a particular value of A was constructed. 
Figure 37 shows an impedance performance chart obtained from (9.16) 
and Fig. 36. In using Fig. 36 to obtain constant power contours, we need 
merely note the values of G; at which a horizontal line on Fig. 36 intersects 
the curves for various values of A. Each curve either intersects such a 
horizontal (constant power) line at two points, or it is tangent or it does not 
intersect. The point of tangency represents the largest value of A at which 
the power can be obtained, and corresponds to the points of the crescent 
shaped power contours of the impedance performance chart. The maximum 
power contour contracts to a point. 
Along the boundary of the sink, for which p = 0, X = O and we have from 
(9.18) 
G, = cos 66 — Ge. (9,22) 


The results which we have obtained can be extended to include the case 
in which A@ ~ 0. Further, as we know from Appendix I, we can take into 
account losses in the output circuit by assuming a resistance in series with 
the load. In a well-designed reflex oscillator the output circuit has little 
loss. The chief effect of this small loss is to round off the points of the 
constant power contours. 

In actually measuring the performance of an oscillator, output and fre- 
quency are plotted vs load impedance as referred to the characteristic 
impedance of the output line. Also, frequently the coupling is adjusted so 
that for a match (the center of the Smith chart) optimum power is obtained. 
We can transform our impedance performance chart to correspond to such a 
plot by shifting each point G, B on a contour to a new point 


Gy = G/ Ging 
By = B/ Sains 


where Gimax is the conductance for which maximum power is obtained. 
‘Such a transformation of Fig. 37 is shown in Fig. 38. 

It will be noted in Fig. 38 that the standing wave ratio for 0 power, the 
sink margin, is about 2.3. This sink margin is nearly independent of the 
resonator loss for oscillators loaded to give maximum power at unity stand- 
ing wave ratio, as has been discussed and illustrated in Fig. 10. If the sink 
margin must be increased or the pulling figure must be decreased” the coup- 


10 The pulling figure is arbitrarily defined as the maximum frequency excursion pro- 


duced when a voltage standing wave ratio of’ V 2 is presented to the oscillator and the 
phase is varied through 180°. 
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Fig. 36.—Normalized power vs normalized load conductance for various values of the 
parameter A which gives the deviation in drift time from the optimum drift time. These 
curves are computed for the case Gz = .3.. Optimum drift angle equal to 15.5 w radians 
and a ratio of characteristics resonator admittance to small signal electronic admittance 
of 90 is assumed. 
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ling can be reduced so that for unity standing wave ratio the load conduct- 
ance appearing at the gap Js less than that for optimum power. 

Finally, in making measurements the load impedance is usually evaluated . 
at a point several wavelengths away from the resonator. If performance is 
plotted in terms of impedances so specified, the points on the contours of 





LOAD POWER G2=0.3 
MAX. LOAD POWER Go=0 
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Fig. 37.—A Rieke diagram for a reflex oscillator having a lossy resonator, taking into 
account the variation of drift angle with frequency pulling. This results in closed power 
contours. 





Fig. 38 appear rotated about the center. As the line length in wavelengths 
will be different for different frequencies, points on different frequency 
contours will be rotated by different amounts. This can cause the contours 
to overlap in the region corresponding to the zero admittance region of Fig. 
38. With very long lines, the contours may overlap over a considerable 
region. ~The multiple mcdes of oscillation which then occur are discussed 
in somewhat different terms in the following section. 


REFLEX OSCILLATORS 523 


Figure 39 shows the performance chart of Fig. 38 as it would appear with 
the impedances evaluated at a point 5 wavelengths away from the resonator. 
Figure 71 of Section XIII shows an impedance performance chart for 2K25 
reflex oscillator. 


= az (2M)\( aH 
LOAD POWER _ < Ww 
MAX. LOAD POWER ~~ . 





Fig. 38.—The Rieke diagram of Fig. 37 transformed to apply to the oscillator loaded 
for optimum power at unity standing wave. 


B. Frequency—Sensitive Loads—Long Line Effect 


When the load presented to a reflex oscillator consists of a long line mis- 
matched at the far end, or contains a resonant element, the operation of a 
reflex oscillator, and especially its electronic tuning, may be very seriously 
affected. 

For instance, consider the simple circuit shown in Fig. 40. Here Mr 
_ is the characteristic admittance of the reflex oscillator resonator as seen 
from the output line or wave guide and M , is the characteristic impedance 
of a line load £ long, so terminated as to give a standing wave ratio, o. 
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In the simple circuit assumed there are essentially three variables; (1) 
the ratio of the characteristic admittance of the resonant circuit, Mp to 


Baie ~-— a= (82) (0) 






LOAD POWER 
MAX, LOAD POWER 





~~ 
~. 


Fig. 39.—The Rieke diagram of Fig. 38 transformed to include the effect of a line five 
wave lengths long between the load and the oscillator. 


Mr ML 
Fig. 40.—Equivalent circuit of a lossless resonator, a line and a mismatched load. 


that of the line, @;,. This ratio will be called the external Q and signified 


by Qz 
Oz = M;/M,. (9.23) 
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For a lossless resonator and unity standing wave ratio, the loaded Q is equal 
to Qz. For a resonator of unloaded Q, Qo, and for unity standing wave 
ratio, the loaded Q, obeys the relation 


1/Q = 1/02 + 1/01 (9.24) 


Aw_ ~3 
‘Wo 


BETWEEN POINTS 


SUSCEPTANCE,B 














CONDUCTANCE, G 


Fig. 41.—Susceptance vs conductance for a resonator coupled to a 50 wave length line 
terminated by a load having a standing wave ratio of 2. Characteristic admittance of 
the resonator is assumed to be equal to 100 in terms of a line characteristic admittance of 
unity. The circles mark off relative frequency increments 


Aw 
— = 10°, 


wo 


where wy is the frequency of resonance. 


(2) the length of the line called @ when measured in radians or » when 
measured in wavelengths, (3) the standing wave ratio o. 

- Figures 41 and 42 show admittance plots for two resonant circuits loaded 
by mismatched lines of different lengths. The feature to be observed is the 
loops, which are such that at certain points the same admittance is achieved 
at two different frequencies. It is obvious that a line representing —Y, 


526 BELL SYSTEM TECHNICAL JOURNAL 


may cut such a curve at more than one point: thus, oscillation at more than 
one frequency is possible. Actually, there may be three intersections per 
loop. The two of these for which the susceptance B is increasing with fre- 
quency represent stable oscillation; the intersection at which B is decreasing 
- with frequency represents an unstable condition. 

The loops are of course due to reactance changes associated with varia- 
tion of the electrical length of the line with frequency. Slight changes in 
tuning of the circuit or slight changes in the length of the line shift the loops 
up or down, parallel to the susceptance axis. Thus, whether the electronic 
admittance line actually cuts a loop, giving two possible oscillating fre- 
quencies, may depend on the exact length of the line as well as on the ex- 
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Fig. 42.—Susceptance vs conductance for line 500 wave lengths long terminated by a 
load having a standing wave ratio of 1.11. Circles mark off relative frequency increments 
of 10-4. Characteristic admittance to the resonator equals 100. 


istence of loops. The frequency difference between loops is such as to 
change the electrical length of the line by one-half wavelength. ~ 

The existence or absence of loops and their size depend on all three pa- 
rameters. Things which promote loops are: 


Low ratio of Mp/M, or Oz 
Large #2 or 0 
High ¢ 


As any parameter is changed so as to promote the existence of loops, the Y 
curve first has merely a slight periodic variation from the straight line for a 
resistively loaded circuit. Further change leads to a critical condition in 
which the curve has cusps at which the rate of change of admittance with 
frequency is zero. If the electronic admittance line passes through a cusp, 
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the frequency of oscillation changes infinitely rapidly with load. Still 
further change results in the formation of loops. Further change results in 
expansion of loops so that they overlap, giving more than three intersections 
with the electronic admittance line. 

Loops may exist for very low standing wave ratios if the line is sufficiently 
long. Admittance plots for low standing wave ratio are very nearly cy- 
cloidal in shape; those for higher standing wave ratios are similar to cycloids 
in appearance but actually depart considerably from cycloids in exact form. 

By combining the expression for the near resonance admittance of a tuned 
circuit with the transmission line equation for admittances, the expression 
for these admittance curves is obtained. Assuming the termination to be 
an admittance Y,y which at frequency wo is @) radians from the resonator, 


(Y7r/M,z) +7 tan O(1 + Aw/wo) 
1 + 7(V7/Mz1) tan (1 ++ Aw/w») ; 


The critical relation of parameters for which a cusp is formed is important, 
for it divides conditions for which oscillation is possible at one frequency 
only and those for which oscillation is possible at two frequencies. This 
cusp corresponds to a condition in which the rate of change with frequency 
of admittance of the mismatched line is equal and opposite to that.of the 
circuit. This may be obtained by letting Yz be real. 


VY => 72M pAw/w + M, (9.25) 


Y7/M, > 1, 6) = nm where 2 is an integer. 


The standing wave ratio is then 


o=Vr/M,. | (9.26) 
The second term on the right of (9.25) is then 
o +jtan Sete/ee)) 
= ——_—______——— }. 9.2 
Haas ( + jo tan 6) Aw/a ven) 


For very small values of Aw we see that very nearly 
Ye = Milo — j(o? — 1)OAw/u] . (9.28) 
Thus for the rate of change of total admittance to be zero 
— 2Me = Milo? 1)0 
9% = 2(Mr/M1)(c? — 1) 
= 20:/(o? — 1). (9.30) 


Thus, the condition for no loops, and hence, for a single oscillating frequency, 
may be expressed , 


80 < 20x/(o? — 1) (9.31) 
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or 


a<-V1 +. 202/- 


We will remember that is the length of line in radians, o is the standing © 
wave ratio, measured as greater than unity, and Qz is the external Q of the 
resonator for unity standing wave ratio. 

Replacing a given length of line by the same length of wave guide, we find 
that the phase angle of the reflection changes more rapidly with frequency, 
and instead of (9.31) we have the condition for no loops as 


8 < 20x(1 — (A/do)9)/(o? — 1) (9,32) 
a < V1 + 20a(1 — (0/r0)*)/60- me 


Here dis the free space wavelength and Xo is the cutoff wavelength cf the 
guide. e* 

Equations (9.32) are for a particular phase of standing wave, that is, fer 
relations of Vz and 09 which produce a lcop symmetrical above the G axis. 
Loops above the G axis are slightly more looped than Iccps belcw the G 
axis because of the increase of 0) with frequency. For reasonably long lines, 
(9.32) applies quite accurately for formation of lcops in any pcsiticn; for 
short lines locps are cf no consequence unless they are near the G axis. 

An imporant case is that in which the resonant Icad is coupled to the 
resonator by means cf a line so short that it may be censidered to have a 
constant electrical length for all frequencies of interest. The resonant 
load will be assumed to be shunted with a conductance equal to the charac- 
teristic admittance of the line: As the multiple resonance of a long mis- 
matched line resulted in formation of many locps, so in this case we would 
rightly suspect the Posen of a single loop. 

If the resonant load is +, 3; etc. wavelengths from the resonator, and 
both resonate at the same frequency, a loop is formed symmetrical abcut the 
G axis. Figure 43 is an admittance curve for resonator and lead placed + 
wavelength apart. Tuning either resonator or load moves this Icop up 
or down. ’ 

If the distance from resonator to resonant load is varied above or below a 
quarter wave distance, the loop moves up or down and expands. This is 
illustrated by an eighth wavelength diagram for the same resonator and load 
as of Fig. 43 shown in Fig. 44. 

When the distance from the resonator a the resonant load, including - 
the effective length of the coupling loop, is 3, 1, 13, etc. wavelengths, for 
frequencies near resonance the resonant-load is essentially i in shunt with 
the resonator, and its effect is to increase the loaded Q of the resonator. An 
admittance curve for the case is shown in Fig: 45. In this case the loops 
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have moved considerably away in frequency, and expanded tremendously. 
There are still recrossings of the axis near the origin, however, as indicated 
in this case by the dashed line which represents 2 crossings, in this case 
about 4% in frequency above and below the middle crossing if the length of 
the line ¢ is 4/2. 
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Fig. 43.—Susceptance vs conductance for two resonators coupled by a quarter wave line. 
The resonator at which the admittance is measured has a characteristic admittance of 100 
in terms of a line characteristic admittance of unity. The other resonator has a character- 
istic admittance of 200 and a shunt conductance of unity. The circles mark off relative 
frequency increments of } X 10-3 in terms of the resonant frequency. 


Asa sort of horrible example, an admittance curve for a high Q lead 50 
wavelengths from the resonator was computed and is shown in ['ig. 46. 
Only a few of the loops are shown. | 

_ Admittance curves for more complicated circuits such as impedance trans- 
formers can be computed or obtained experimentally. 
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- As has been stated, one of the most serious effects-of such mismatched 
long line or resonant loads is that on the electronic tuning. For instance, 
consider the circuit admittance.curve to be that shown in Fig. 47, and the 
minus electronic admittance curve to be a straight line extending from the 
origin. As the repeller voltage is varied and this is swung down from the 
+B axis its extreme will at some point touch-the circuit admittance line 
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Fig. 44.—Susceptance vs conductance for the same resonators as of Fig. 43 coupled 
by a one-eighth wave line. 


and oscillation will commence. As the line is swung further down, the 
frequency will decrease. Oscillation will increase in amplitude until the 
—Y, line is perpendicular to the Y line. From that point on oscillation 
will decrease in amplitude until the —Y, line is parallel to the Y curve 
_ on the down side of the loop. Beyond this point the intersection cannot 
move out on the loop, and the frequency and amplitude will jump abruptly 
to correspond with the other intersection. As the —Y, line rotates further, 
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amplitude will decrease and finally go to zero when the end of the —Y, 
line touches the Y curve. If the —Y, line is rotated back, a similar phe- 
nomenon is observed. This behavior and the resulting electronic tuning 
characteristic are illustrated in Figs. 47 and 48. Such electronictuning 
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Fig. 45.—Susceptance vs conductance for the same resonators as of Fig. 43 coupled 
by a one-half wave line. The dash line indicates two other crossings of the 0 susceptance 
axis, at frequencies -+4% from the resonant frequency of the resonators. 


characteristics are frequently observed when a reflex oscillator is coupled 
tightly to a resonant load. | 


C. Effect:of Short Mismatched Lines on Electronic Tuning 


In the foregoing, the effect of long mismatched lines in producing addi- 
tional multiple resonant frequencies and possible modiness in operation has 
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Fig. 46.—Susceptance vs conductance for the resonators of Fig. 43 coupled by a line 
50 wave lengths long. 


been explained. The effect of such multiple resonance on electronic tuning 
fas been illustrated in Fig. 48. 
If a short mismatched line is used as the load for a reflex oscillator, there 
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may be no additional modes, or such modes may be so far removed in fre- 
quency from the fundamental frequency of the resonator as to be of little 
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Fig. 47.—Behavior of the intersection between a circuit admittance line with a loop 
and the negative of the electronic admittance line of a reflex oscillator as the drift angle is 
varied (circuit hysteresis). 


OUTPUT POWER —> 


REPELLER VOLTAGE —> 
Fig. 48.—Output vs repeller voltage for the conditions obtaining in Fig. 47. 


importance. Nonetheless, the short line will add a frequency-sensitive 
reactance in shunt with the resonant circuit, and hence will change the char- 
acteristic admittance of the resonator. 
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Imagine, for instance, that we represent the resonator and the mismatched 
line'as in shunt with a section of line N wavelengths or 9 radians long mis- 
terminated in a frequency insensitive manner so as to give a standing wave 
ratio o. If Mz is the characteristic admittance of the line, the admittance 
it produces at the resonator is = 
| otj tan 0 
1+ jo tan 6 
Now, if the frequency is increased, @ is made greater and Y is changed. 


j(1 — o°) sec? 6 


Y, os M, (9.33) 


OY ,/00 = a , 34 
, z/ Ms (1 + jo tan 6)? O88) 
We are interested in the susceptive component of change. If 
Vo=GitjB, (9.35) 
we find 
_ yr ee 2 
aB,/00 = My, (1 —o)(1 —o “tan* 6) sec o 0.36) 


(1 + o "tan? 6) 


Now, if frequency is changed by an amount df, 6 will increase by an a mount 
6(df/f) and By will change by an amount 


dB, = (0B,/d0)(2nN)(df/f). (9.37) 


We now define a parameter M y, expressing the effect of the mismatch as 
follows 


1(0B,/00) = My. (9.38) 
Then “ Suis 
dB, = 2NM x(df/f). (9.39) 


If the characteristic admittance of the resonator is Mz , then the characteris- 
tic admittance of the resonator plus the line is 


M a Mrt+ NM y. (9.40) 


If, instead of a coaxial line, a wave guide is used, and py and Xd are the cutoff 
and operating wavelengths, we have 


dB, = 2NMx(df/f)(1 — (d/d0)2)? (9.41) 
and . 
M = Me+ NMx(1 — (A/d0)2)? (9.42) 


In Fig. 49 contour lines for My constant are plotted on a Smith Chart 
(reflection coefficient plane). Over most of the plane My» has a moderate 
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positive value tending to increase characteristic admittance and hence 
decrease electronic tuning. Over a very restricted range in the high admit- 
tance region My, has large negative values and over a restricted range 
outside of this region My, has large positive values. 






Fig. 49.—Lines of constant value Of a parameter My shown on a chart giving the con- 
ductance and susceptance of the terminating admittance of a short line. The parameter 
plotted multiplied by the number of wave lengths in the line gives the additional charac- 
teristic admittance due to the resonant effects of the line. The parameter M y, is of course 
0 for terminated lines (center of chart). nr 


This is an appropriate point at which to settle the issue: what do we mean 
by a “short line” as opposed to a “‘long line.’’ For our present purposes, 
a short line is one short enough so that My does not change substantially 
over the frequency range involved. Thus whether a line is short or not 
depends on the phase of the standing wave at the resonator (the position 
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on the Smith Chart) as well as on the length of the line. My changes most 
rapidly with frequency in the very high admittance region. 

As a simple example of the effect of a short mismatched line cn electronic 
tuning between half power points, consider the case of a reflex oscillator 
with a lossless resonator so coupled to the line that the external Q is 100 
and the electronic conductance is 3 in terms of the line admittance. Sup- 
pose we couple to this a coaxial line 5 wavelengths long with a standing wave 
ratio o = 2, vary the phase, and compute the electronic tuning for various 
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Fig. 50.—The normalized load conductance, the characteristic admittance of the resona- 
tor and the normalized electronic tuning range to half power plotted vs standing wave 
ratio phase for a particular case involving a short misterminated line. The electronic 
tuning for a matched line is shown as a heavy horizontal line in the plot of (Aw/wo)s . 


phases. We can do this by obtaining the conductance and M, from Fig. 
49 and using Fig. 15 to btain (Aw/wo);. In Fig. 50, the parameters 
G1/ye (the total characteristic admittance including the effect of the line), 
N, and, finally, (Aw/wo)s have been plotted vs standing wave phase in 
cycles. (Aw/w»); for a matched load is also shown. This example is of 
course not typical for all reflex oscillators: in some cases the electronic tuning 
might be reduced or oscillation might stop entirely for the standing wave 
phases which produce high conductance. 
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X. VARIATION OF POWER AND ELECTRONIC TUNING WITH FREQUENCY 


When a reflex oscillator is tuned through its tuning range, the load 
and repeller voltage being adjusted for optimum efficiency for a given drift 
angle, it is found that the power and efficiency and ‘the electronic tuning 
vary, having optima at certain frequencies. 

When we come to work out the variation of power and electrcnic tuning 
with frequency we at once notice two distinct cases: that of a fixed gap 
spacing and variable resonator (707A), and that of an essentially fixed 
resonator and a variable gap spacing (723A etc.); see Section XIII. 
Here we will treat as an example the latter case only. 

The simplest approximation of the tuning mechanism which can be ex- 
pected to accord reasonably with facts is that in which the resonator is 
represented as a fixed inductance, a constant shunt “stray” capacitance 
and a variable capacitance proportional to 1/d, where d is the gap spacing. 
The validity of such a representation over the normal operating range has 
been verified experimentally for a variety of oscillator resonators. Let 
Co be the fixed capacitance and C, be the variable capacitance at some 
reference spacing d;. Then, letting the inductance be L, we have for the 
frequency 


| w = (L(Co+ Ci dy/d))*. | (10.1) 
Suppose we choose d; such that . | 
oa, % Co= Ci. (10.2) 
Then, letting | 
d/d, = D (10.35 
w, = (2LC>)? = 2xf; (10.4) 
e/a = We (10.5) 
We find |. .... , ee 
w=2 dict py. ‘ (10.6) 


This relation is ‘sown { in Fig. 51, where D is plotted vs W. Itis perfectly 
general (within the validity of the assumptions) for a proper choice of refer- 
ence spacing d;. We have, then, in Fig. 51 a curve of spacing D vs re- 
duced frequency W. 

The parameter which governs the power and efficency is Geliy . We 
have ‘ 


= Ga/Ve = (Gu/B)(2Vo/Io8) - (10.7) 


As Vo, Zo and 0 will not vary in tuning the oscillator, we must look for varia- 
ton in Gz and £6. - 
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For parallel plane grids, we have 


| 1/6? = (0,/2)?/sin? (0,/2) (10.8) 
where 0, is the transit angle between grids. We see that in terms of W 
and D we can write 


9, — 6,WD ° (10.9) 
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Fig. 51 —Various functions of relative frequency W and relative spacing D plotted vs 
relative frequency. 


FUNCTIONS: OF RELATIVE FREQUENCY, W, AND RELATIVE SPACING, D 


° 


Here 6; is the gap transit angle at a spacing d, and a frequency Wi. So 
that we may see the effect of tuning on 1/6’, WD has been plotted vs W 
in Fig. 51 and 1/6? has been plotted vs 0, in Fig. 52. 

We now have to consider losses. From (9.7) of Appendix IX we see that 
the grid loss conductance can be expressed in the form 


G, = GaW?/D*. (10.10) 
Here G,; is the grid loss conductance at d = dj andw = w. 
Finally, let us consider the resonator loss, If the resonator could be 


represented by an inductance L with a series resistance R, at high frequencies 
the conductance would be very nearly 
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G, = R/(wL)*. 3 (10.11) 


i we see that we could then write 


If R varies as w 
G,=Gy,W. | (10.12) 


Here G,, is the conductance at a frequency a. 
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Fig. 52.—The reciprocal of the square of the modulation coefficient is a function of the 
gap transit angle in radians for the case of fine parallel grids. 


As an opposite extreme let us consider the behaviour of the input conduct- 
ance of a coaxial line. It can be shown that, allowing the resistance of 
. 3 ° ° 
such a line to vary as w’, the input conductance is 


Gt = Aw csc? (w6/C). (10.13) 


Here ¢ is the length of the line and C is the velocity of propagation. If 
G, given by (10.12) and G¢ of 10.13 give the same value of conductance at 
some angular frequency w, then it will be found that for values of ¢ typical 
of reflex oscillator resonators the variation of G¢ with w will be significantly 
less than that of G,. Although typical cavities are not uniform lines 
(10.13) indicates that a slower variation than (10.12) can be expected. 
It will be found moreover that the shape of the power output vs frequency 
curves are not very sensitive to the variation assumed. Hence as a rea- 
sonable compromise it will be assumed that the resonator wall loss varies as 
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Gs = Gal. (10.14) 


In Fig. 51 W~' has been plotted vs IV. z os 
Now let us take an actual example. Suppose that at D = 1, ie. 
(d = dy, w = a) 


¢6=2 
Gy = .270/ye 
Gs = .095/ye 


The information above has been used in connection with Figs. 51 and 52 
and ratio of resonator loss to small signal electronic admittance, Gr/y-e, 
has been plotted vs W in Fig. 53. A 2K25 oscillator operated at a beam 
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Fig. 53.—Computed variation of ratio of resonator loss to small signal electronic ad- 
mittance vs relative frequency W for certain resonator parameters assumed to fit the 
characteristics of the 2K25. : 


voltage, Vo, of 300 volts had a total cathcde current Jp of 26 ma. This 
current passed three grids on the first transit and back through the third 
grid on the return transit. On a geometrical basis, 53% of the cathode 
current should make this second transit across the gap. Thus the useful 
beam power was about 


Py = (.53) (300) (.026) = 4.1. 


If we assume a drift effectiveness factor F of unity, then for the 72 cycle 
mode, the efficiency should be given by H,, divided by 72. H,, is plotted 
as a function of Gr/y- in Fig. 7. - Thus, we can obtain 7, the efficiency, and 
hence the power output. This has been done- and the calculated power 
output is-plotted vs W in Fig. 54, where W = 1 has been taken to correspond 
to 9,000 mc. -It is seen that the theoretical variation of output with fre- 
quency is much the same as the measured variation. 
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Actually, of course, the parameters of the curve were chosen so that it 
corresponds fairly well to the experimental points. The upper value of W 
at which the tube goes out of oscillation is most strongly influenced by the 
value of 6, chosen. We see from Fig. 51 that as W is made greater than 
unity WD increases rapidly and hence, from Fig. 52, 6? decreases rapidly, 
increasing Gp/.. On the other hand, as W is made smaller than unity, 
6? approaches unity but the grid loss term W?/D? increases rapidly, and 
this term is most effective in adjusting the lower value of W at which oscilla- 
tion will cease. Finally, the resonator loss term, varying as W~", does not 
change rapidly and can be used to adjust the total loss and hence the opti- 
mum value of Gr/y. and the optimum efficiency. 

It is clear that the power goes down at low frequencies chiefly because i in 
moving the grids very close together to tune to low frequencies with a fixed 
nductance the resonator losses and especially the grid losses are increased. 
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Fig. 54.—Computed curve of variation of power in milliwatts with relative frequency V 
for the parameters used in Fig. 53. The circles are experimental points. The curve has 
been fitted to the points by the choice of parameters. 


In going to high frequencies the power decreases chiefly because moving the 
grids far apart to tune to high frequencies decreases 6?. Both of these 
effects are avoided if a fixed grid spacing is used and the tuning is accom- 
plished by changing the inductance as in the case of the 707A. In such 
tubes there will be an upper frequency limit either because even with a 
fixed grid spacing 6? decreases as frequency increases, or else there will be a 
limit at the resonant frequency of the smallest allowable external resonator, 
and there will-be a lower frequency limit at which the repeller voltage for a 
given mode approaches zero; however, the total tuning range may be 3 to 1 
instead of around 30% between extinction points, as for the 2K25. 
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The total electronic tuning between half-power points at optimum load- 
ing, 2(Af):, can be expressed 
| 2(Af)s = (fre/M)(2Aw/wo)/(ye/M). (10.15) 
We can obtain (2Aw/wo)/(y-/M) from Fig. 16. 


If we assume a circuit consisting of a constant inductance L and a capaci- 
tance, the characteristic admittance of the resonator is 


M = 1/oL = 4nfW (10.16) 
and © 
2(Af); = 2WfPLy-(2Aw/wo)/(ye/M) (10.17) 
and we have 
. Ye = BI o(2eN)/2Vo. (10.18) 


Here J is the total drift in cycles. 

A rough calculation estimates the resonator inductance of the 2K25 as 
.30 X 10 henries. Using the values previously assumed, Ip = (.53)(.026), 
Vo = 300, N = 73, and the values of Gr/y-6? and f; previously assumed, 
we can obtain electronic tuning. 

A curve for half power electronic tuning vs W has been computed and is 
shown in Fig. 55, together with experimental data fora 2K25. The experi- 
mental data fall mostly above the computed curve. This could mean that 
the inductance has been incorrectly computed or that the drift effectiveness 
is increased over that for a linear drift field, possibly by the effects of space 
charge. By choosing a value of the drift effectiveness factor other than 
unity we could no doubt achieve a better fit of the electronic tuning data 
and still, by readjusting Gj: and Ga, fit the power data. This whole pro- 
cedure is open to serious question. Further, it is very hard to measure such 
factors as Gi for a tube under operating conditions, with the grids heated by 
bombardment. Indirect measurements involve many parameters at once, 
and are suspect. Thus, Figs. 54 and 55 are presented merely to show a 
qualitative correspondence between theory and experiment. 


XI. Norsr SIDEBANDS IN REFLEX OSCILLATIONS 


In considering power production, the electron flow in reflex oscillators 
can be likened to a perfectly smooth flow of charge. However, the discrete 
nature of the electrons, the cause of the familiar ‘‘shot noise’ in electron 
flow engenders the production of a small amount of r-f power in the neigh- 
borhood of the oscillating frequency—‘‘noise sidebands”. ‘Thus the energy 
spectrum of a reflex oscillator consists of a very tall central spike, the power 
output of the oscillator, and, superposed, a distribution of noise energy 
having its highest value near the central spike. 
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Such noise or noise ‘‘sidebands” can be produced by any mechanism which 
causes the parameters of the oscillator to fluctuate with time. As the mean 
speed, the mean direction, and the convection current of the electrcn flow 
all fluctuate with time, possible mechanisms of noise production are numer- 
ous. Some of these mechanisms are: 

(1) Fluctuation in mean speed causes fluctuation in the drift angle and 
hence can give rise to noise sidebands in the output through frequency 
modulation of the oscillator. 


HALF POWER ELECTRONIC TUNING RANGE 
IN MEGACYCLES PER SECOND 
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Fig. 55.—Computed variation of electronic tuning range in megacycles vs relative 
frequency W. ‘The curve is calculated from the same data as that in Fig. 54 with no 
additional adjustment of parameters. Points represent experimental data. 

(2) If the drift field acts differently on electrons differently directed, 
fluctuations in mean direction of the electron flow may cause noise sidebands 
through either amplitude or frequency modulation of the output. 

(3) Low frequency fluctuations in the electron convection current may 
amplitude modulate the output, causing noise sidebands, and may frequency 
modulate the output when the oscillator is electronically tuned.away from 
the optimum power point. 

(4) High frequency fluctuations in the electron stream may induce high 
frequency noise currents in the resonator directly. 

Mechanism (4) above, the direct induction of noise currents in the reso- 
nator by noise fluctuations in the electron stream, is probably most impor- 
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tant, although (3) may be appreciable. An analysis of the induction of 
noise in the resonator is surprisingly complicated, for the electron stream 
acts as a non-linear load impedance to the noise power giving rise to a com- 
plicated variation of noise with frequency and with amplitude of cscillation. 
On the basis of analysis and experience it is pessible, however, to oo 
several general conclusions concerning reflex oscillator noise. 

First, it is wise to decide just what shall be the measure cf ncise. the 
noise is important only when the oscillator is used as a beating cscillator, 
usually in connection with a crystal mixer. A power P is supplied to the 
mixer at the beating oscillator frequency. Also, the oscillator supplies at 
signal frequency, separated from the beating oscillator frequency by the 
intermediate frequency, a noise power P, proportional, over a small fre- 
quency range, to the band-width B. An adequate measurement cf the 
noisiness of the oscillator is the ratio of P, to the Johnson ncise power, AT B. 
The general facts which can be stated about this ratio and sce explanaticn 
of them follow: 

(1) Electrons which cross the gap only once contribute to ncise but not 
to power. Likewise, if there is a large spread in drift angle amcng various 
electron paths, some electrons may contribute to noise but not to power. 

(2) The greater the separation between signal frequency and beating 
oscillator frequency (i.e., the greater the intermediate frequency) the less 
the noise. | 

(3) The greater the electronic tuning range, the greater the ncise for a 
given separation between signal frequency and beating oscillator frequency. 
This is natural; the electronic tuning range is a measure of the relative mag- 
nitudes of the electronic admittance and the characteristic admittance of 
the circuit. 

(4) The degree of loading affects the noise through affecting the bunching 
parameter X. The noise seems to be least for light loading. 

(5) Aside from controlling the degree of loading, resonator losses do not 
affect the noise; it does not matter whether the unused fewer is dissipated 
inside or outside of the tube. ; 

(6) When the tube is tuned electronically, the noise usually increases at 
frequencies both above and below the optimum power frequency, but the 
tube is noisier when electronically tuned to lower frequencies. At the opti- 
mum frequency, the phase of the pulse induced in the circuit when an elec- 
tron returns across the gap lags the pulse induced on the first crossing by 
270°. When the drift time is shortened so as to tune to a higher frequency, 
the angle of lag is decreased and the two pulses tend to cancel; in tuning 
electronically to lower frequencies the pulses become more nearly in phase. 

An approximate theoretical treatment leads to the conclusion that aside 
from avoiding loss of electrons in reflection, or very wide spreads in transit 
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time for various electrons, (see (1) above) and aside from narrowing the 
electronic tuning range, which may be inadmissable, the only way to reduce 
the noise is to decrease the cathode current. This is usually inadmissable. 
Thus, it appears that nothing much can be done about the ncise in reflex 
oscillators without sacrificing electronic tuning range. 

The seriousness of beating oscillator noise from a given tube depends, of 
course, on the noise figure of the receiver without beating cscillator noise 
and on the intermediate frequency. Usually, beating oscillator noise is 
worse at higher frequencies, partly because higher frequency oscillators have 
greater electronic tuning (see (3) above). At a wavelength of around 
1.25 cm, with a 60 mc I.F. amplifier, the beating oscillator ncise may. be 
sufficient so that were there no other noise at all the noise figure cf the 
receiver would be around 12 db. 

Beating oscillator noise may be eliminated by use of a sharply tuned filter 
between the beating oscillator and the crystal. This precludes use of elec- 
tronic tuning. Beating oscillator noise may also be eliminated by use of a 
balanced mixer in which, for example, the signal is fed to two crystals in the 
same phase and the beating cscillator in opposite phases. If the I.F. output 
is derived so that the signal components from the two crystals add, the 
output due to beating oscillator noise at signal frequencies will cancel out. 
There is an increasing tendency for a number of reasons to use balanced 
mixers and thus beating oscillator noise has become of less concern. 


XII. Buitp-vup oF OSCILLATION 


In certain applications, reflex oscillators are pulsed. In many of these 
jt is required that the r-f output appear quickly after the applicaticn of 
d-c power, and that the time of build-up be as nearly the same as possible 
for successive applications of power. In this connection it is important to 
study the mechanism of the build-up of oscillations. 

-In connection with build-up of oscillations; it is convenient to use complex 
frequencies. Impedances and admittances at complex frequencies are 
given by the same functions of frequency as those at real frequencies. 
Suppose, for instance, the radian frequency is 


w= w— ja | (12.1) 
This means the oscillations are increasing in amplitude. The admittance 
of a conductance G at this frequency is 


Y=G 
The admittance of a capacitance C and the impedance of an inductance L are 
_ VY = joC = jwC + aC (12.2) 


Z =jol =jolL+oL | (12.3) 


546 BELL SYSTEM TECHNICAL JOURNAL 


In other words, to an increasing oscillation reactive elements have a “loss” 
component of admittance or impedance. This “loss” component corre- 
sponds not to dissipation but to the increasing storage of electric or magnetic 
energy in the reactive elements as the oscillation increases in amplitude. 

The admittance curves plotted in Figs. 41-46 may be regarded as contours 
in the admittance plane for a = 0. If such a contour is known either by 
calculation or experiment, and it is divided into equal frequency increments, 
a simple construction will give a neighboring curve for w = w — jAa where 
‘Aa is a small constant. Suppose that the change in VY for a frequency 
Aw; is AY,. Then for a change —jAa 


AY = —j Z~ Aa. (12.4) 


Thus, to construct from a constant amplitude admittance curve an admit- 
tance curve for an increasing oscillation, one takes a constant fraction of 
each admittance increment between constant frequency increment points 
(a constant fraction of each space between circles in Figs. 41-46), rotates it 
90 degrees clockwise, and thus establishes a point on the new curve. 

This construction holds equally well for any conformal representation of 
the admittance plane (for instance, for the reflection coefficient plane repre- 
sented on the Smith chart). 

The general appearance of these curves for increasing oscillations in terms 
of the curve for real frequency can be appreciated at once. The increasing 
amplitude curve will lie to the right of the real frequency curve where the 
latter is rising and to the left where the latter is falling. Thus the loops 
will be diminished or eliminated altogether for increasing amplitude oscilla- 
tions, and the low conductance portions will move to the right, to regions 
of higher conductance. This is consistent with the idea that for an increas- 
ing oscillation a “loss” component is added to each reactance, thus degrading 
the ‘“Q”, increasing the conductance, and smoothing out the admittance 
curve. 

The oscillation starts from a very small amplitude, presumably that due 
to shot noise of the electron stream. For an appreciable fraction of the 
build-up period the oscillation will remain so small that nonlinearities are 
unimportant. The exponential build-up during this period is determined 
by the electronic admittance for very small signals. 

As an example, consider a case in which the electronic admittance for 
small signals isa pure conductance with a value of — y~. Here the fact that 
that the quantity is negative is recognized by prefixing a minus sign. 

Assume also that the circuit admittance including the load may b> ex- 
pressed as in (a-22) of Appendix I, which holds very nearly in case there 
is only one resonance in resonator and load. Then for a complex frequency 
We — ja the circuit admittance will be 
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Vo = Geo + 2M a,/Wo . - (12.5) 
Thus in this special case we have for oscillation 
| Veo = Ge + 2M ag/Wo : (12.6) 
and 
Ss ee (12.7) 
a = aM ¢o Cc}. . 
The amplitude, then, builds up initially according to the law 
V = Ve**". (12.8) 


If the amplitude does not change too rapidly, the build-up characteristic 
of an oscillator can be obtained step-by-step from a number of contours 
for constant a and from a — Y, curve marked with amplitude points. ‘The 
—Y, curve might, for instance, be obtained from a Rieke diagram and an 
admittance curve. 

Consider the example shown in Fig. 56. Fig. 56a shows curves con- 
structed for complex frequencies from the admittance curve for the resonant 
circuit for real frequency. In addition the negative of the electronic ad- 
mittance is shown. Oscillation will start from some very small amplitude, 
V = V., and build-up at an average rate given by a = 2.5 X 107° until 
V=1. Let V. = .1. Then the interval to build-up from V = .1 to 


V =1is 
1 
2.9; *. 10 
= 92 x 10° seconds. 


At 


ee 


From amplitude 1 to amplitude 2 the average value of a will be 1.5 X 107 
and the time interval will be 
oS 2 
In (7) 


~ £5 X 107 
A6 X 107° seconds. 


. In (3) 
A = SZ i038 
80 X 107° seconds. 


The build-up curve is shown in Fig. 56b. 


Ale 


Similarly, from 2 to 3 


Similarly, from a family of admittance contours constructed from a cold 
impedance curve, and from a knowledge of frequency and amplitude vs time, 
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Y. can be obtained as a function of time. It may be that in many cases the 
real part of the frequency is nearly enough constant during build-up so that 
only the amplitude vs time need be known. As the input will commonly bea 
function of time for such experimental data, Y, vs time will yield Y, at vari- 
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Fig. 56.—a. A plot of the circuit admittance (solid lines) for various rates of build-up 
specified by the parameters a. The voltage builds up as e*’. The circuit conductance is 
greater for large values of a. The negative of the electronic admittance is shown by the 
dashed lines. The circles mark off the admittance at which various amplitudes or voltages 
of oscillation occur. The intersections give the rates of build-up of oscillation at various 
voltages. By assuming exponential build up at a rate specified by a between the voltages 
at these intersections, an approximate build-up can be constructed. 

b. A build up curve constructed from the data in Fig. 56a. 


ous amplitudes and inputs. Curves for various rates of applying input will 
yield tables of Y, as a function of both input and amplitude. 

It will be noted that to obtain very fast build-up with a given electronic 
admittance, the conductance should. vary slowly with a. This is the same 
as saying that the susceptance should vary slowly with w, or with real fre- 
quency. For singly resonant circuits, this means that w,/M should be large. 

Suppose the admittance curve for real frequency, i.e. a = 0, has a single 
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loop and is symmetrical about the G axis as shown in Fig. 57. Suppose the 
—Y, curve lies directly on the G axis. The admittance contours for increas- 
ing values of a will look somewhat as shown. Suppose build-up starts on 
Curve 2. When Curve 1 with the cusp is reached, the build-up can con- 
tinue along either half as the loop is formed and expands, resulting either of 
the two possible frequencies of Curve 0. Presumably in this symmetrical 
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Fig. 57.—Circuit admittance vs circuit conductance in arbitrary units for different 
rates of build-up at turn-on. When the build-up is rapid (@ = 2) the admittance curve 
hasnoloop. As the rate of build-up decreases the curve sharpens until it hasa cuspa@ = 1. 
As the rate of build-up further decreases the curve develops a loop (2 = 0). There may 
be uncertainty as to which of the final intersections with the aw = 0 line will represent 
oscillation. 


case, nonsynchronous fluctuations would result in build-up to each frequency 
for half of the turn-ons. If one frequency were favored by a slight dis- 
symmetry, the favored frequency would appear on the greater fraction of 
turn-ons. For a great dissymetry, build-up may always be in one mcde, 
although from the impedance diagram steady oscillation in another mcde 
appears to be possible. 
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In the absence of hum or other disturbances the build-up of oscillations 
starts from a randomly fluctuating voltage caused by shot noise.” Thus, 
from turn-on to turn-on some sort of statistical distribution may be expected 
in the time 7 taken to reach a given fraction of the final amplitude. In un- 
published work Dr. C. R. Shannon of these laboratories has shown that in 
terms of a, , the initial rate of build-up, the standard deviation 6r and the 
root mean square deviation (572)"”” are given by 


br = .38/e0 (12.9) 
(572)"" = .64/a (12.10) 


Thus the ‘‘jitter” in the successive positions of the r-f pulses associated with 
evenly spaced.turn-ons is least when the initial rate of build-up, given by a, , 
is greatest. 

Such conditions do not obtain on turn-off, and there is little jitter in the 
trailing edge of a series of r-f pulses. This is of considerable practical 
importance. 


XIII. REFLEX OSCILLATOR DEVELOPMENT AT THE BELL TELEPHONE 
LABORATORIES 


For many years research and development directed towards the genera- 
tion of power at higher and higher frequencies have been conducted at the 
Bell Telephone Laboratories. An effort has been made to extend the fre- 
quency range of the conventional grid controlled vacuum tube as well as 
to explore new principles, such as those embodied in velocity variation 
oscillators. The need for centimeter range oscillators for radar applications 
provided an added impetus to this program and even before the United 
States entry into the war, as well as throughout its duration, these labora- 
tories, cooperating with government agencies, engaged in a major effort to 
provide such power sources. The part of this program which dealt with 
high power sources for transmitter uses has been described elsewhere. This 
paper deals with low power sources, which are used as beating oscillators in 
radar receivers. In the following sections some of the requirements on a 
beating oscillator for a radar receiver will be outlined in order to show how 
the reflex oscillator is particularly well suited for such an application. 


A. The Beating Oscillator Problem 


The need for a beating oscillator in a radar system arises from the neces- 
sity of amplifying the very weak signals reflected from the targets. Imme- 
diate rectification of these signals would entail a very large degradation in 
signal to noise ratio, although providing great simplicity of operation. It 
would also lead to a lack of selectivity. Amplification of the signals at the 


11See Appendix 10. . 
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signal frequency would require centimeter range amplifiers having good 
signal to noise properties. No such amplifiers existed for the centimeter 
range, and it was necessary to beat the signal frequency to an intermediate 
frequency for amplification before rectification. For a number of reasons, 
such intermediate frequency amplifiers cperate in the range of a few tens 
of megacycles, so that the beating oscillator must generate very nearly the 
same frequency as the transmitter oscillator. 

In radar receivers operating at frequencies up to several hundred mega- 
cycles, conversion is frequently achieved with vacuum tubes. For higher 
frequencies crystal converters have usually been employed. With few ex- 
ceptions, the oscillators to be described were used with these crystal con- 
verters which require a small oscillator drive of the order of one milliwatt. 
In general it is desirable to introduce attenuation between the oscillator and 
the crystal to minimize effects due to variation of the load. Approximately 
13 db is allowed for such padding so that a beating oscillator need supply 
about 20 milliwatts. Power in excess of this is useful in many applications 
but not absolutely necessary. Since the power output requirements are 
low, efficiency is not of prime importance and is usually, and frequently 
necessarily, sacrificed in the interest of more important characteristics. 

The beating oscillator of a radar receiver operating in the centimeter 
range must fulfill a number of requirements which arise from the particular 
nature of the radar components and their manner of operation. The inter- 
mediate frequency amplifier must have a minimum pass band sufficient to 
amplify enough of the transmitter sideband frequencies so that the modu- 
lating pulse is reproduced satisfactorily. It is not desirable to provide much 
margin in band width above this minimum since the total noise increases 
with increasing band width. It is therefore necessary for best opera- 
tion that the frequency of the beating oscillator should closely follow fre- 
quency variations of the transmitter, so that a constant difference frequency 
equal to the intermediate frequency is maintained. 

This becomes more difficult at higher frequencies, inasmuch as all fre- 
quency instabilities, such as thermal drifts, frequency pulling, etc. occur as 
percentage variations. Some of the frequency variations occur at rapid 
rates. An example of this is the frequency variation which is caused by 
changes in the standing wave presented to the transmitter. Such varia- 
tions may arise, for instance, from imperfections in rotating joints in the 
output line between the transmitter to the scanning antenna. 

For correction of slow frequency drifts a manual adjustment of the fre- 
quency is frequently possible, but instances arise, notably in aircraft installa- 
tions, in which it is not possible for an operator to monitor the frequency 
constantly. Rapid frequency changes, moreover, occur at rates in excess 
of the reaction speed of a normal man. Hence for obvious tactical reasons 
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it is imperative that the difference frequency between the transmitter and 
the beating oscillator should be maintained by automatic means. As an 
illustration of the problem one may expect to have to correct frequency — 
shifts from all causes, in a 10,000 megacycle system, of the order of 20 mega- 
cycles. Such correction may be demanded at rates of the order of 100 mega- 
cycles per second per second. | 

Although the frequency range of tricde oscillators has since been some- 
what extended, at the time that beating oscillators in the 10 centimeter 
range were first required the triode oscillators available did not adequately 
fulfill all the requirements. In general the tuning and feedback adjust- 
ments were complicated and hence did not adapt themselves to autcmatic 
frequency control systems. Velocity variation tubes of the multiple gap 
type which gave more satisfactory performance than the tricdes existed in 
this range. These, however, generally required operating voltages of the 
order cf a thousand volts and frequently required magnetic fields for fccus- 
sing the electron stream. The tuning range obtainable by electrical means 
was considerably less than needed and, just as in the case of the tricde cscil- 
lator, the mechanical tuning mechanism did not adapt itself to automatic 
control. These difficulties fecussed attention on the reflex oscillator, whose 
prcperties are idéally suited to automatic frequency control. The feature 
of a single resonant circuit is of considerable importance in a military applica- 
tion, in which simple adjustments are of primary concern. ‘The repeller 
control cf the phase of the negative electronic admittance which causes 
oscillation provides a highly desirable vernier adjustment of the frequency, 
and, since this control dissipates no power, it is particularly suited to auto- 
matic frequency control. Furthermore, since the upper limit on the rate of 
change of frequency is set by the time of transit of the electrons in the repeller 
field and the time constant of the resonant circuit, both of which are gen- 
erally very small fractions of a micro-second, very rapid frequency correction 
is possible. 

As the frequency is varied with the repeller voltage, the amplitude of 
oscillation also varies in a manner previously described. The signal to noise 
performance of a crystal mixer depends in part on the beating oscillator 
level and has an cptimum value with respect to this parameter. In conse- 
quence, there are limitations on how much the beating oscillatcr power 
may depart from this cptimum value. This has a bearing cn the oscillator 
design in that the amount of amplitude variation permitted for a given 
frequency shift is limited. The usual criterion of perfomance adopted has 
been the electronic tuning, i.e. the frequency difference, between points for 
a given repeller mcde at which the power has been reduced to half the maxi- 
mum value. 

Reception of the wrong sideband by the receiver causes trouble i in con- 
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nection with automatic frequency control circuits in a manner too compli- 
cated for treatment here. In some cases this necessitates a restriction on 
the total frequency shift between extinction points for a given repeller mode. 
The relationship between half power and extinction electronic tuning has 
been discussed in Section VII. 

In addition to the electrical requirements which have been outlined, 
military applications dictate two further major objectives. The first is the 
attainment of simple installation and replacement, which will determine, in 
part, the outward form of the oscillator. The second is low voltage opera- 
tion, which fundamentally affects the internal design of the tubes. In some 
instances military requirements conflict with optimum electronic and circuit 
design, and best performance had to be sacrificed for simplicity of construc- 
tion and operation. In particular, in some cases it was necessary to design 
for maximum flexibility of use and compromise to a certain extent the 
specific requirements of a particular need. 

In the following section we will describe a number of reflex oscillators 
which were designed at the Bell Telephone Laboratories primarily to meet 
military requirements. These oscillators are described in approximate 
chronological crder of development in order to indicate advances in design 
and the factors which led to these advances. 

The reflex oscillators which will be described fall into two general classi- 
fications determined by the method employed in tuning the resonator. In 
one category are oscillators tuned by varying primarily the inductance of the 
resonator and in the other are those tuned by varying primarily the capaci- 
tance of the resonator. The second category includes two types in which 
the capacitance is varied in one case by external mechanical means and in 
the second case by an internal means using a thermal control. 


B. A Reflex Oscillator With An External Resonator—The 707 


The Western Electric 707A tube, which was the first reflex oscillator 
extensively used in radar applications, is characteristic of reflex oscillators 
using inductance tuning. It was intended specifically for service in radar 
systems operating at frequencies in a range around 3000 megacycles. Fig. 58 
shows a photograph of the tube and Fig. 59 an x-ray view showing the inter- 
nal construction. A removable external cavity is employed with the 707A 
as indicated by the sketch superimposed on the x-ray of Fig. 59. Such 
cavities are tuned by variation of the size of the resonant chamber. Such 
tuning can be considered to result from variation of the inductance of the 
circuit. | , 

-. The form of’this oscillator is essentially that of the idealized oscillator 
shown in Fig. 58. The electron gun is designed to preduce:a rectilinear 
cylindrical beam. The gun consists of a disc cathode, a beam forming elec- 
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Fig. 58.—External view of the W.E. 707-A reflex oscillator tube. This tube is intended 
for use with an external cavity and was the first of a series of low voltage oscillators. 


trode and an accelerating electrode Gi which is a mesh grid formed on a 
radius. The gun design is based on the principle of maintaining boundary 
conditions such that a rectilinear electron beam will flow through the 
resonator gap. The resonator grids G2 and G3 are mounted on copper-discs. 
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One of these has a re-entrant shape to minimize stray capacitance in the 
resonant circuit. These discs are sealed to glass tubing which provides a 
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Fig. 59.—X-ray view of the W.E. 707-A shows the method of applying an external 
cavity tuned with a piston. 


vacuum envelope. The discs extend beyond the glass to permit attach- 
ment to the external resonant chamber. The shape of the repeller is chosen 
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to provide as nearly as possible a uniform field in the region into which the 
beam. penetrates. 

A wide variety of cavity resonators has been designed for use with this 
oscillator. An oscillator of this construction is fundamentally capable of 
oscillating over a much wider frequency range than tubes tunable by means 
of capacitance variation. The advantage arises from the fact that the inter- 
action gap where the electron stream is modulated by the radio frequency 
field is fixed. As discussed in more detail in Section X, this results in a 
slower variation of the modulation coefficient with frequency and also a 
slower variation of cavity losses and gap impedance than in an oscillator in 
which tuning is accomplished by changing the gap spacing. A cavity 
designed for wide range frequency coverage using the 707A tube is shown in 
. Fig. 60. Using such a cavity it is possible to cover a frequency range from 
1150 to 3750 megacycles. The inductance of the circuit is varied by moving 
the shorting piston in the coaxial line. For narrow frequency ranges, 





Q 
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Fig. 60.—Sketch showing a piston tuned circuit for the W.E. 707-A which will permit 
operation from 1150 to 3750 mc. 
cavities of the type shown in Fig. 61 are more suitable. In such cavities 
tuning is effected by means of plugs which screw into the cavity to change 
its effective inductance. Power may be extracted from the cavity by means 
of an adjustable coupling loop as shown in Fig. 61. 

The 707A was the first reflex oscillator designed to cperate at a ow voltage 
i.e. 300 volts. This low operating voltage proved to be a considerable 
advantage in radar receivers because power supplies in this voltage range 
provided for the if. amplifiers could be used for the beating oscillator as 
well. Operation at this voltage was achieved by using an interaction gap 
with fine grids, which limits the penetration of high frequency fields. This 
results in a shorter effective transit angle across the gap for a given gap 
spacing and a given gap voltage than for a gap with coarse or no grids. 
Hence, for a given gap spacing a gcod modulation ccefficient can be ob- 
tained: at a lower voltage. Moreover, since drift action results in more effi- 
cient bunching at low voltages, a larger electronic admittance is obtained 
than with an open gap. ‘This gain in admittance more than outweighs the 
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greater capacitance of a gap with fine grids, so that a larger electronic tuning 
range is obtained than with an open gap. The successful low voltage 
operation of the 707A established a precedent which was followed in all the 
succeeding reflex oscillators designed for radar purposes at the Bell Tele- 





Fig. 61.—A narrow tuning range cavity for the W.E. 707-A of the type used in radar 
systems. The inductance of the cavity can be adjusted by moving screws into it. ‘This 
view also shows the adjustable coupling loop. 


phone Laboratories. The 707A is required to provide a minimum power 
output of 25 milliwatts and a half power electronic tuning of 20 megacycles 
near 3700 megacycles. The power output and the electronic tuning are in 
excess of this value over the range from 2500 megacycles to 3700 megacycles 
in a repeller mode having 3% cycles of drift. 
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_C. A Reflex Oscillator With An Integral Cavity—The 723 


The need for higher definition in radar systems constantly urges cperation 
at shorter wavelengths. Thus, while radar development prcceeded at 3000 
megacycles, a program of development in the neighborkccd cf 10,600 
megacycles was undertaken. Although waveguide circuit techniques were 
employed to some extent at 3000 megacycles, the cumbersome size of the 
guide made its use impractical in the receiver and hence coaxial techniques 
_ were employed. The 1” by 3” guide used at 10,000 megacycles is con- 
venient in receiver design and also desirable because the loss in coaxial con- 
ductors becomes excessive at this frequency. Hence, one of the first 
requirements on an oscillator for frequencies in this range was the adaptabil- 
ity of the output circuit to waveguide coupling. 

In considering possible designs for a 10,000 megacycle oscillator the simple 
scaling of the 707A was studied. This appeared impractical for a number 
of reasons. The most important limitation was the constructional diffi- 
culty of maintaining the spacing in the gap with sufficient accuracy with 
the glass sealing technique available. Also, variations in the capacitance 
caused by variations in the thickness of the seals caused serious difficul- 
ties in predetermining an external resonator. Contributing difficulties 
arose from the power losses in the glass within the resonant circuit and the 
problem of making the copper to glass seals close to the internal elements. 

Consideration of these factors led to a new approach to the problem, in 
which the whole of the resonant circuit was enclosed within the vacuum 
envelope. This required a different mechanism for tuning the resonator, 
since variation of the inductance of a cavity requires relatively large dis- 
placements which are difficult to achieve through vacuum seals. The 
alternative is to vary the capacitance of the gap. Since the gap is small a 
relatively large change in capacitance can be achieved with a small dis- 
placement. This sort of tuning permits the use of metal tube construc- 
tional techniques, and these were applied. 

Asa matter of historical interest an attempt at this technique made at the 
‘Bell Telephone Laboratories is shown in Fig. 62. This device was held to- 
gether by a sealing wax and string technique and was nct tunable in the first 
version. It oscillated successfully on the pumps, however, and a second 
version was ccenstructed which was tuned by means of an adjustable coaxial 
line shunting the cavity resonator. Adjustment of this auxiliary line gave 
a tuning range of 7.5%. Such a tuning methcd is fraught with the ccm- 
plications outlined in Section IX. 

An early reflex oscillator tube of the integral cavity type designed at the 
Bell Telephone Laboratories was the Western Electric 723A/B. 
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This design was superseded later by the W.E. 2K25 which has a greater 
frequency range and a number of design refinements. From a construc- 
tional point of view the two types are closely similar, however, and to aveid 
duplication the later tube will be described to typify a constructicn which 
served as a basis for a whole series of oscillators in the range from 2500 to 
10,000 Mc/s. 





Fig. 62.—An early continuously pumped metal reflex oscillator tuned with an 
external line. 

Before proceeding to a description of the 2K25 tube it seems desirable to 
recapitulate in more detail the design objectives from a mechanical point 
of view. These were: 

1. To provide a design which would lend itself to large scale production 
and one sufficiently rugged as to be capable of withstanding the rough 
use inherent in military service. 

2. To provide output means which permit coupling to a wave guide in 
such a manner that installation or replacement could be accomplished 

- in the simplest possible manner. 

3. To provide a tuning mechanism for the resonant circuit which, while 

simple, would give sufficiently fine tuning to permit setting and holding 
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a frequency within one or two parts in 10,000. In addition, in order 
to avoid field installation it was desired to have the tuning mechanism 
cheap enough to be factory installed and discarded with each tube. 

4. The oscillator was required to be compact and light in weight to 

facilitate its use in airborne and pack systems. 

Figure 63 shows a cross-section view of the final design of the 2K25 reflex 
oscillator. The resonant cavity is formed in part by the volume included 
between the frames which support the cavity grids and also by the 
volume between the flexible vacuum diaphragm and one of the frames. 
This diaphragm also supports a vacuum housing containing the repeller. 
The electron optical system consists of a disc cathcde, a beam electrcde and 
an accelerating grid. These are so designed as to produce a slightly con- - 
vergent outgoing electron stream. The purpose of this initial convergence 
is to offset the divergence of the stream caused by space charge after the 
stream passes the accelerating grid and to minimize the fraction of the elec- 
tron stream captured on the grid frame on the round trip. The repeller 
is designed to provide as nearly as possible a uniform retarding field through 
the stream cross-section. ; 

Power is extracted from the resonant circuit by the coupling loop and is 
carried by the coaxial line to the external circuit. The center conductor of 
the coaxial line external to the vacuum is supported by a polystyrene in- 
sulator and extends beyond the outer conductor to forma probe. Coupling 
to a wave guide is accomplished by projecting this probe through a hole in 
that wall of the wave guide which is perpendicular to the E lines so that 
the full Jength of the probe extends into the guide. The outer conductor 
is connected to the wave guide either metallically or by means of an rf. 
bypass or choke circuit. A more detailed section on such coupling methods 
will be given later. 

The tube employed a standard octal base modified to pass the coaxial line. 
Thus if a standard octal socket is similarly modified and mounted on the 
wave guide it is possible to couple the oscillator to the wave guide and 
power supply circuits simply by plugging it into the socket, just as with 
any conventional vacuum tube. 

The tuning means for this type of oscillator tube presented a serious 
problem. This will be appreciated when it is realized that the mechanism 
must permit setting frequencies correctly to within one megacycle in a device 
in which the frequency changes at the rate of approximately 200 megacycles 
per thousandth of an inch displacement of the grids. In other words, the 
tuner was required to make possible the adjustment of the grid spacing to 
an accuracy of five millionths of an inch. The design of the mechanism 
adopted was originated by Mr. R. L. Vance of these Laboratories. The 
operation of the tuner can be seen from an examination of the cross-section 
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Fig. 63.—A 3 centimeter reflex oscillator with an internal resonator. This tube is a 
further development of the earliest internal resonator reflex oscillator designed at the Bell 
Telephone Laboratories, 
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and external views of Figs. 63 and 67. On one side of the tube a strut extend- 
ing from the base is attached to the repeller housing. This strut acts as a 
rigid vertical support but provides a hinge for lateral mction. On the 
oppos:te side the support is provided by a pair of steel strips. These are 
clamped together where they are attached to the vacuum housing support 
and also where they are attached to a short fixed strut near the base. A 
nut is attached rigidly to the center of each strip. One nut has a right and 
the other a left handed thread. ‘A screw threaded right handed on one half 
and left handed on the other half of its length turns in these nuts and drives 
them apart. The mechanism is thus a toggle which, through the linkage 
provided by the repeller housing, serves to move the grids relative to cne 
another and thus to provide tuning action. 

The 723A/B was originally designed for a relatively narrow band in. the 
vicinity of 9375 megacycles. It:operates at a resonator voltage of 300 vclts 
and the beam current of a typical tube would be approximately 24 milliam- 
peres. The design was based on the use of repeller voltage mode which 
with the manufacturing tolerances lay between 130 and 185 volts at 9375 
megacycles. It is difficult to establish with certainty the number cf cycles 
of drift for this mode. Experimental data can be fitted by values of either 
62 or 7% cycles and various uncertainties make the value calculated from 
dimensions and observed voltages equally unreliable. This value is, how- 
ever, of interest principally to the designer and of no particular moment in 
application. The performance was specified for the output line of the cs- 
cillator coupled to a 3” x 14’ wave guide so that the probe projected full 
length into the guide through the wider wall and on the axis of the guide. 
With a matched load coupled in one direction and a shorting piston ad- 
justed for an optimum in the other the oscillator was required to deliver a 
minimum of 20 milliwatts power output at a frequency of 9375 megacycles. 
Under the same conditions the electronic tuning was required to be at 
least 28 megacycles between half power points. 

For reasons of continuity a more detailed description of the properties of 
the 3 centimeter oscillator will be given in a later section. The 723A/B 
oscillator served as the beating oscillator for all radar systems operating 
in the 3 centimeter range until late in the war when the 2K25 supplanted 
it. At the time that the 723A/B was developed the best techniques and 
equipment available were employed. In retrospect these were somewhat 
primitive and of course this resulted in a number cf limitations of per- 
formance. Since the tubes designed as beating oscillators commenly 
served as signal generators in the development of ultra-high frequency 
techniques and equipment the wartime designer of such oscillators usually 
found himself in the position of lifting himself by his own bootstraps. In 
spite of these limitations the later modifications of the 723A/B which led to 
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the 2K25 did not fundamentally change the design but were rather in the 
direction of extending its performance to meet the expanding requirements 
of the radar art. The incorporation of the resonant cavity within the 
vacuum envelope resulted in a major revision of the sccpe cf the designer’s 
problems. He assumed a part of the burden of the circuit engineer in that 
it became necessary for him to design an appropriate cavity and prcdeter- 
mine the correct coupling of the oscillator to the load. The latter trans- 
ferred to the laboratory a problem which in the case of separate cavity oscil- 
lators had been left as a field adjustment. . 


D. A Reflex Oscillator Designed to Eliminate Hysteresis—The 2K29 


As service experience with the external cavity type of reflex oscillator 
was gained a number of limitations of such a design became apparent. 
The difficulties arose primarily from the conditions of military application. 
A typical difficulty was the corrcsion of cavities and copper flanges under 
the severe tropical conditions met in some.service applications. The diffi- 
culty of maintaining a moistureproof seal in a cavity tuned by variation 
of the inductance made it very difficult to alleviate this conditicn. The 
success of the all metal technique in the three centimeter range suggested 
the application of the same principles to the design of a 10 centimeter 
oscillator and this was undertaken. . 

Mechanically, the problem was straightforward, but an extrapolation of 
the electrical design of the 723A/B to 10 centimeters suffered from a fatal 
defect. The difficulty, previously described in Section VIII, was the dis- 
continuous and multiple valued character of the output as a function of the 
repeller voltage. Reference to Fig. 19 will indicate the operational prob- 
lems which would arise in an oscillator in which the hysteresis existed in 
marked degree. The a.f.c. systems were such that in starting the repeller 
voltage would start from a value more negative than required for cscilla- 
tion and decrease. As the repeller voltage decreased through the range 
where oscillation would occur the frequency would of course cover a range 
of values. When the repel!ler voltage reached a value such that the fre- 
quency of the oscillator had a value differing from the transmitter by the 
intermediate frequency the steady shift of the repeller voltage would be 
stopped and would then hunt over a limited range about the value required 
to maintain the difference frequency. When adjusted for cperation this 
condition would pertain with the repeller voltage at a value such that the 
oscillator would be delivering maximum power. If under operating con- 
ditions the frequency required of the oscillator by the system drifted to that 
corresponding to the amplitude jump at B, any further drift of frequency 
could not be corrected. ‘Thus, one effect of the hysteresis is to limit the 
electronic tuning range. As a second pessibility, let us assume that the 
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frequency has drifted so that the oscillator is operating in a range between 
A and B of Fig. 19. If now the operation of the system is momentarily 
interrupted the a.f.c. system will start hunting. This is done by returning 
to the non-oscillating repeller voltage just as when operation is initiated. 
When the hunting repeller voltage passes through the value between A 
and B from the non-oscillating state no oscillation occurs and hence the 
a.f.c. cannot lock in and the system becomes inoperative. Thus it is im- 
perative that hysteresis be kept, as a minimum requirement, outside the 
useful electronic tuning range. 

As indicated in Section VIII it was found that the electronic hysteresis 
occurred when the electron stream made more than two transits across the 
gap. Thus an added objective of the design of the 10 centimeter metal 
oscillator became the achievement of an electron optical system which 
would limit the number of transits to two while insuring that the maximum 
number of electrons leaving the cathode would make the two transits with 
a minimum spread in zero signal transit time. 

Figure 64 shows a sectional view of the final design adopted. The elec- 
tron optical structure differs from that of the 723A/B in a number of 
respects. The first grid of the 723A/B has been eliminated and one of the 
cavity grids now plays a dual role in simultaneously serving as an accelerat- 
ing grid. The grids are curved towards the cathode, which has a central 
spike. This arrangement is intended to produce a hollow cylindrical elec- 
tron stream. It will be observed that the second grid is larger in diameter 
than the first and that the repeller has a central spike. The design is such 
that the cylindrical beam entering the repeller region is caused to diverge 
radially, so that in re-traversing the gap after its reversal in direction it 
impinges on and is captured by the frame supporting the first grid. 

The repeller design was determined by using an electrclytic trough to 
determine the potential plots for a number of trial configurations. Then 
by making point by point calculations of the electron paths the best con- 
figuration was chosen. A typical example of such path tracing is shown in 
Fig. 65. This figure shows the equipotential lines and the trajectories 
computed for electrons on the inner and outer boundaries of the outgoing 
stream. ‘The method of calculating the trajectories has been described by 
Zworykin and Rajchman.” Jt assumes that space charge may be neg- 
lected. Fig. 65 shows that the repeller design is such that the cylindrical 
outgoing stream is focussed upon its return onto the frame supporting the 
first grid. The cathode spike prevents emission from the central portion 
of the cathode, since it would be difficult to prevent electrons from this 
portion from returning into the cathode space. A second requirement on 
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Fig. 64,—Section view of the W.E. 2K29 reflex oscillator shows the electron optical 
system used in eliminating hysteresis. (Fig. 65) This tube has an internal cavity and is 
designed for the frequency range from 3400 to 3960 mc/s. 
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the design was that the spread in the transit angle for zero signal should be 
small. This requirement is not as stringent as might be expected. The 
contribution to the electronic conductance by a current element whose 
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Fig. 65.—Repeller design for eliminating hysteresis in a reflex oscillator. The electrons 
make only two transits through the gap. The repeller does not return them to the cathode 
region but to the edge supporting one of the grids of the gap. Equipotentials determined 
from an electrolytic trough investigation are shown and the electron trajectories com- 
puted from these equipotentials. 


transit angle deviates from the optimum by a small angle A@ varies as cos A6, 
so that even for spreads in angle as great as +t 30° the effect is not sericus. 

The design illustrated in Fig. 64 was strikingly effective in reducing 
hysteresis. Fig. 66 shows repeller characteristics for the original design 
which was extrapolated from the 723A/B and for the design of Fig. 64. 
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In addition to improving the electronic tuning characteristics the design 
was found to be more stable against variations in load, as would be ex- 
pected from the discussion of Section VIII. 

The arrangement adcpted provided a prototype electron optical system 
which was used in a whole series cf reflex oscillators designed for radar and 
communication systems. These tubes w ere the 726A, 726B and 726C, 
2K29, 2K22, 2K23 and 2K56. 

The output line of these tubes is intended to couple through an adapter 
to either a coaxial line or a wave guide. In the first case the adapter serves 
to couple the output line of the tube to the cable, in some instances through 
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Fig. 66.—Use of the electron optical system shown in Fig. 65 eliminated the bad fea- 
tures of the repeller characteristics of the earlier 1349XQ in which the electrons were re- 
turned to the repeller region and gave the repeller characteristic of the final 2K29 
(dashed line). 


an impedance transformer and in some instances directly. As practice 
developed it became standard to design for optimum oscillator output 
characteristics with output line coupled to a 50 ohm resistive impedance. 
In the second case the adapter serves to couple the tube output line to the 
guide through a transducer. 

A typical example of a reflex oscillator incorporating this construction 
is the 2K29. This tube is intended to cover the frequency range frem 3400 
to 3960 Mc/s. An external view of this tube is shown in Fig. 67. It will 
be observed that the center conductor of the output line extends beyond the 
polystyrene supporting bushing. Fig. 68 shows an adapting fitting which 
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permits. the oscillator to be coupled to a fifty ohm coaxial cable. The 
center conductor of the tube output line projects into the split chuck, 
while contact is made to the outer conductor of the tube output line by the 
spring contact fingers F. The coupling unit can be mounted in a standard 
octal socket so that the tube can be coupled simultaneously to the power 
supplies and the high frequency circuit by a simple plug in operation. It 
is frequently desirable to insulate the outer conductor of the oscillator from 





Fig. 67. —Metal svelte silldek with enclosed resonator designed am operation from 
3400 to 3960 mc/s. 
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Fig. 68.—A transducer for connecting the output lead of the 2K29 to a 50 ohm cable. 
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the line for direct voltages while maintaining the high frequency contact. 
This can be accomplished with either an insulating sleeve of low capacitance 
or a modification of the design which incorporates a high frequency trap 
in the outer conductor. In some instances it is necessary to insulate the 
center conductor of the tube from the line for direct voltages. This can be 
done with a concentric condenser. The characteristic impedance of the 
section of the coupler may be made the same as that of the line by main- 
taining the proper ratio of the diameters of the condenser and the outer 
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conductor or may be arranged so that the condenser serves simultaneously 
as an impedance transformer to transform the impedance of the line to that 
required for best performance of the oscillator. A general discussion of 
the problems involved in such coupling designs will be given in a later sec- 
tion. _ 

One of the primary considerations in the design of a reflex oscillator is 
the choice of resonator characteristics. The various controlling factors 
have been outlined in previous sections. In Section X it was shown that 
the power output and the electronic tuning optimize at different gap transit 
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Fig. 69.—Power output and electronic tuning vs frequency for the 2K29 reflex oscillator 
‘The solid lines give the performance into a load adjusted for optimum power output at 
each frequency. The dashed lines show the performance obtained when the tube is 
coupled to a 50 ohm load by means of the fitting of Fig. 68. 


angles. It is therefore necessary to compromise with the ultimate use in 
mind. In a beating oscillator for a radar receiver, uniformity of the elec- 
tronic tuning is of greater importance than uniformity of power output, 
since an adjustment of the coupling to the crystal permits some variation 
of the latter quantity. Hence, the resonator characteristics are chosen to 
provide as nearly uniform electronic tuning as possible. Fig. 69 shows the 
electronic tuning and power output characteristics for the Western Electric 
2K29 tube. These are shown for two conditions. The solid lines show the 
power output and electronic tuning measured into an adjustable load which 
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made it possible to present to the oscillator at each frequency the admittance 
into which the oscillator delivered maximum power output. The solid 
lines show the power output and electronic tuning over the band with the 
oscillator connected to a load presenting a resistive 50 ohm impedance to 
the coupling unit of Fig. 68. The problems involved in obtaining such 
performance will be outlined in the next section. 


E. Broad-Band Reflex Oscillators—The 2K25 


As experience with the design of radar systems and components developed 
and as a better understanding of the operation and limitations of the in- 
dividual components was achieved, a great deal of effort was directed 
toward simplifying and making more reliable the number of adjustments 
required to optimize the performance of a system. As an illustration of 
this problem as related to the beating oscillator, the develcpment problem 
of the 2K25 will be described. As the number of radar systems in the three 
centimeter range increased it became apparent that to avoid self-jamming 
it would be desirable to assign frequencies to various sets operating, for 
example, in a fleet unit. Secondarily, the over-all band of the three centi- 
meter range was widened to cover from 8500 to 9660 Mc/s. Prior to this 
the 723A/B had been essentially a spot frequency oscillator and had been 
primarily tested as such. As was so frequently the case with tubes for 
military requirements, it was desired that the ultimate tube be interchange- 
able with an existing tube, in this case the 723A/B, and hence the im- 
provements had to be effected within its framework. 

Changes in the electronic design from that of the 723A/B produced an 
improved performance in the 2K25. These were a mcdification of the 
electron gun which increased the effectiveness of the electron stream and 
the elimination of a resonance of the region containing the electron gun 
which coupled with the resonant cavity and in some cases impaired the 
performance over the wide band. Beyond this the problem concerned the 
determination of an output coupling system which would provide the de- 
sired properties. This will be described in detail. 

One of the most serious difficulties which occurred in early radar receivers 
arose from the general failure to appreciate the effect of the load impedance 
on the performance of an oscillator. This problem has been discussed in 
Section IX. In early radar receivers the method of coupling the beating 
oscillator to the crystal was dictated mainly by mechanical convenience 
rather than electrical considerations, and as a result most of the discontinu- 
ities of performance due to bad load conditions which are discussed in 
Section IX cccurred at one time or another in most of the systems. For 
instance, users were much surprised to find that a beating oscillator which 
could be tuned to frequencies both above and below that required for 
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reception of the signal might yet fail to oscillate at the desired frequency. 
The convenience of simple replaceability of the local oscillator became in 
this instance a cross for its designer, since an exchange of tube would fre- 
quently eliminate the effect. This led to the obvious conclusion on the part 
of the user that the oscillator was defective, in spite of the fact that the pre- 
sumably defective tube had passed the test specifications and would operate 
satisfactorily in some other receiver. The plain fact, in the light of later 
knowledge, was that the tubes were being improperly used, so that the 
usual range of manufacturing variations was not tolerable. 

The appreciation of this fact led to a new approach to the problem of 
coupling the beating oscillator to a waveguide. In early designs the oscil- 
lator was decoupled from the load by withdrawing the probe from the wave- 
guide. This presented the oscillator with an uncontrolled admittance with 
disastrous results in many cases. The new approach, proposed by the 
group working with Dr. H. T. Friis at the Bell Telephone ‘Laboratories, was 
that of designing the receiver so that the beating oscillator could be oper- 
ated into an essentially fixed impedance. The crystal was in this case 
loosely coupled to form a part of this load, so that variations in its impedance 
and the impedance looking toward the TR tube were largely masked. A 
great many further refinements in the design of the receiver have since 
been proposed, but this basic principle of defining the load into which the 
oscillator is required to operate is fundamental to all. In the interests of 
simplicity of use it appeared to be desirable to endeavor to pre-plumb the 
coupling of the oscillator to the wave guide. The tube designer in this 
instance found himself perforce, as so frequently occurs in dealing with 
micro-waves, a circuit designer—an instructive and illuminating experience 
which might happily be reversed. 

The wave guide coupling was made separate from the tube, both to 
preserve the plug in feature of the tube and to maintain its interchange- 
ability with the 723A/B. Asa further simplification it was desired that the 
coupling should require no adjustments. A convenient fixed load admit- 
tance to present to this coupler is the characteristic admittance of the wave 
guide, since this can readily be maintained fixed over a wide band. The 
problem, then, is the apparently straightforward one of transforming the 
guide admittance to the admittance which the oscillator requires for opti- 
mum performance. Actually, the problem is complicated by the fact that 
the optimum admittance will vary throughout the band. The electronic 
admittance varies with frequency even for a fixed drift angle, because the 
modulation coefficient of the gap varies as the oscillator is tuned. The 
losses of the resonator also vary with frequency, both because of skin effect, 
the depth of penetration of the high frequency currents changing with fre- 
quency, and because the circulating currents in the resonator are a function 


572 BELL SYSTEM TECHNICAL JOURNAL 


of the effective capacitance of the gap. As the capacitance increases in 
tuning to lower frequencies the J’R losses therefore increase. Zi 

The objective of the coupling design may not be to obtain maximum 
power output at all points in the band but rather to obtain uniformity | of 
electronic tuning and power output. An additional requirement in some 
cases is that a minimum sink margin as defined in section VIII should be 
maintained. This is equivalent, to the problem arising in magnetron design 
of controlling the pulling figure.” 

In designing an appropriate wave guide coupling a number of variables 
are at one’s disposal. In the case of the W.E. 2K25 the variables available 
are, the length of the tube probe exposed within the guide, the offset of the 
probe from the axis of the guide, and the distance from the probe to the 
shorting piston in the guide. In addition, the characteristics of the output 
line of the tube are adjustable, and, finally, the coupling of the loop to the 
resonator can be adjusted. As one might expect, there is a large number of 
solutions with so many variables available. The most desirable solution 
is one which provides a low standing wave ratio in all parts of the coupling 
system. The method employed in the present case was to design a wave 
guide to coaxial transducer which would provide a smooth broad band 
transition from the wave guide characteristic admittance to the admittance 
of the coaxial line. In the ideal case, the characteristic admittance of the 
coaxial line to the loop should be maintained as uniform as possible. Struc- 
tural considerations in the present case led to discontinuities which had to 
be appropriately balanced in the final transducer. Dr. W. E. Kock of the’ 
Bell Telephone Laboratories has given an expression which, for thin probes, 
relates the probe length, the offset and the distance of the backing piston 
when given the characteristic admittance of the coaxial line and the dimen- 
sions of the guide between which a match is required. Once such a trans- 
ducer has been obtained, the admittances which must be presented to it in 
order to obtain maximum power from the oscillator are measured over the 
band. From such measurements it is then possible to determine the cor- 
rections in the loop size and in the transducer to obtain a given sink margin 
throughout the band. This last step actually involves a certain amount of 
cut and try in an effort to obtain satisfactory performance in all respects. 
Figure 70 illustrates the transducer developed for the W.E. 2K25 oscillator 
for use with 1” by 3” wave guide. All tests made on this tube are specified 
in terms of operation in this coupler and with a load having the characteris- 
tic impedance of the 1’”’ x }”’ guide presented to the coupler. 

Figure 71 shows a performance diagram for a typical W.E. 2K25 oscillator 
operating in the coupler of Fig. 70. The reference plane for the diagram is 


13], B. Fisk, H. D. Hagstrum and P. L. Hartman, ‘‘The Magnetron as a Generator of 
Centimeter Waves”, B.S. T. J. Vol. XXV No. 2, pp. 167-348 (April, 1946). 
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not the plane of the grids of the oscillator but is instead a more accessible 
reference plane external to the tube, in this instance the plane through the 
wave guide perpendicular to its axis which includes the tube probe. It will 
be observed that the sink margin in the case illustrated was equal to 5.5. 
At the frequency at which this diagram was obtained, the minimum sink 
margin permitted by the test specification is 2.5. The variation in this 
margin results from a variety of causes. As shown in Section III the sink 
margin is determined by the ratio of the total load conductance to the small 


signal electronic conductance. The total load conductance consists of the 
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Fig. 70.—A broad band coupling designed to connect the 2K25 toa 1” x 3” wave guide 


conductance representing the resonator losses and the conductance arising 
from the wave guide load transformed through the coupling system. Hence, 
the coupled load will be subject to variations in the loop dimensions, the 
characteristics of the coupling line and the transducer. The resonator loss 
will differ from tube to tube because of the variation in the heating of the 
grids and resonator by the electron stream, and there will be variations aris- 
ing from other causes. The electronic conductance varies from tube to 
tube primarily because of the spread in beam current and secondarily as a 
result of such factors as variations in the modulation coefficient of the gaps, 
non-uniformities in the drift space causing a spread in the transit time and 
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the like. The sum total of these variations necessitated the maintenance of 
an average sink margin of 6.7 times in order to insure a minimum of 2.5. 
Figure 72 illustrates further characteristics of the 2K25 oscillator and 
coupling. These data are the results of standing wave measurements look- 
ing towards: the coupler with the tube inoperative. From such “‘cold test” 
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Fig. 71.—A Rieke diagram for the 2K25 connected to the load by the coupling of Fig. 
70. This diagram was obtained for a repeller mode having a drift angle of 15.5 7 radians 
at a nominal frequency of 9360 mc/s. 
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measurements one may determine the intrinsic Qp of the resonator and the 
external Q;. The former is a measure of the resonator losses while the 
latter is a measure of the tightness of coupling of the oscillator to the load. 
The values of Qo measured from a cold test have little significance in an 
oscillator in which heating of the resonator and especially of the grids is 
appreciable. This is particularly true of oscillators tuned by variation of 
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the capacitance of the interaction gap. It is possible to make hot tests 
in which the thermal conditicns of cperation are established without the 
interaction effects of the beam, but thesé measurements are not available 
for the 2K25. The external Q, is not affected, at least to a first order, by 
thermal effects in the resonator. The third curve of Fig. 72 shows the ratio 
of the power delivered when a matched load is coupled to the coupler to.the 
power delivered to a load which presents optimum impedance to the oscil- 
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Fig. 72.<Variation of the percentage of maximum power output delivered, unloaded 
Q, Ox. , and external Q, Oz , as functions of frequency for the 2K25 when coupled to the 


characteristic admittance of the 1” x 3” guide with the coupling of Fig. 70. The power 


variation is for a mode having 15.5 7 ” radians drift. 


lator. These data are ence for the normal operating neve mode as dis- 
cussed below. fc. 8 

It was pointed out early in this work that the sarailable: power output and 
electronic tuning have a contrary variation with respect to the number of 
cycles of drift in the repeller space. Consequently, this is one of the most 
important and exasperating parameters of the tube. Fig. 73 is a diagram 
illustrating the characteristics of a typical W.E. 2K25 oscillator. The 
abscissa is the repeller-cathode voltage which, for a fixed resonator voltage, 
determines the drift angle. Thus, as this voltage is made increasingly 
negative, successive modes of oscillation appear, corresponding to consecu- 
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tive decreasing values of m. Our.best determination for the value of 1 
for each mode is given. The base lines are displaced vertically on a uniform 
wavelength scale, so that the variation of repeller voltage with wavelength 
is indicated. The power output increases with decreasing values of 2 
but the half power electronic tuning for each repeller mode has a contrary 
variation. The.repeller mode chosen as providing the best compromise be- 
tween power output and half power electronic tuning is the 72 cycle mode. 
The design of the coupling unit and all the primary characteristics of the 
tube are based on the use of this mode. It will be observed that repeller 
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Fig. 73.—Operation of the 2K25 in various repeller modes and at various frequencies 
when connected to characteristic admittance of a 1” x 4” guide by the coupling of Fig. 70. 





























RELATIVE POWER 
nN 










modes having values less than 6 do not appear in Fig. 73. For values of 
n = to 0, 1, 2 and possibly 3, this is because the conductance representing 
the resonator losses is in excess of the electronic conductance. For the 
values of n = 4 and 5 the coupled load conductance plus the resonator loss 
conductance in the specified transducer are in excess of the electronic con- 
ductance. Conversely for modes having m values in excess of 7 the coupling 
is weaker than desired. 

Fig. 74 illustrates the broad band characteristics for a typical W.E. 2K25 
tube operating in the coupling of Fig. 70 into a matched load. In Fig. 74 
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are shown the power output, half power electronic tuning, and sink margin 
as functions of frequency for the 72 cycle mode. 


F. Thermally Tuned Reflex Oscillators—The 2K 45 


The trend toward the simplification of radar systems to the fewest possible 
adjustments, coupled with the ever present possibility of enemy jamming, 
led to the attempt to produce a system which was described as a single knob 
system. The ultimate objective of such a system was ability to shift the 
frequency of the transmitter at will with a single control. This puts the 
chief burden on the receiver, which must automatically track with the 
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Fig. 74._Variation of electronic tuning, power output and sink margin with frequency 
for the 2K25 in a repeller mode having 15.5 w radians drift. Characteristic admittance 
load and coupling of Fig. 70. 


transmitter. The problem is much simplified by designing as many of the 
components as possible so that retuning is not required when the frequency 
is shifted within the requisite band. In the case of the beating oscillator 
it was necessary to devise a mechanism which would permit rapid automatic 
control over a frequency range of 1160 mc. This range was many times in 
excess of any immediately realizable electronic tuning range. It is of course 
apparent that such a method of tuning will also lend itself readily to use in 
many applications in which, although the transmitter frequency is nominally 
fixed, the system is required to operate under such extreme conditions that 
the sum total of the possible frequency deviations is in excess of the available 
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electronic tuning range. Examples of such systems are installations in high 
altitude air craft, in which wide variations in temperature and pressure 
may be expected. 

It was highly desirable to have the frequency control electrical. One 
means of obtaining such a control is through motion of the resonator grids 
produced by the thermal expansion of an element heated electrically. A 
step in this direction was taken in the Sperry Gyroscope Company 2K21 
oscillator in which the resonator was tuned by the thermal expansion of a 
strut heated by passing a considerable current through jit. 

At the Bell Telephone Laboratories the design for a thermally tuned 
beating oscillator was based on a method which permitted the control of a 
small current at a high voltage. In general, controlled high voltages are 
easily available both from power supplies and from control circuits. Fur- 
ther, it seemed desirable that the control of the heating should require no 
power. These considerations suggested that the heating of the thermal 
tuning element be accomplished by electron bombardment. Through the 
use of a negative grid to regulate the bombardment, the tuning control 
became a pure voltage adjustment. The bombardment method made it 
possible to utilize configurations in the tuner which would have been less 
practical if resistance heating had been employed. 

An early reflex oscillator incorporating these ideas was the Western 
Electric 2K45 vacuum tube. Fig. 75 shows an external view of the tube 
which, except for the output coaxial line, looks like a forshortened 6L6 
vacuum tube. The plug-in feature of the earlier mechanically tuned os- 
cillators was maintained in this oscillator, which was designed to couple to 
the waveguide circuit through the same transducer developed for the 2K 25. 

Figures 76 and 77 are cross-sectional views of the 2K45 made at right 
angles to each other. The thermal tuning mechanism is contained in the 
upper part of the structure. It is a bimetallic combination consisting of a 
U shaped channel anda multi-leaf bow. The channel is formed of a material 
with a large coefficient of expansion and a high resistance to slow permanent 
deformation or creep at elevated temperatures. At the ends of this channel, 
tabs bent down at right angles to the channel axis, provide rigid vertical 
support for the channel without interfering with axial expansion. These 
tabs are connected to the resonator, which in turn is supported by the 
vacuum envelope as closely as possible in order to minimize the thermal 
impedance of the path. This connection also serves to cool the channel 
ends. The multi-leaf bow is welded to the channel at its end. The leaves 
are made of a material having a low coefficient of expansion and, as they are 
fastened to the channel at its ends, they remain cool and do not expand 
appreciably as the channel is heated. The purpose of the multi-leaf con- 
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struction of the bow is to reduce the internal stresses oo by bending 
during the tuning action. re 

A cathode, control grid and a pair of (edsaina Wires are supported by 
micas in a position facing the open side of the U channel. The channel 
serves as an anode for the cathode current, which is controlled by the grid. 
The focussing wires beam the cathode current into the anode. The grid is 
proportioned so that under all operating conditions it remains negative, 
and the control system need supply no power to it. 

The heating of the channel by the electron bombardment causes it to 
expand with a large differential with respect to the bow. Asa result the 
bow flattens out and its center moves toward the channel. The purpose 
of this construction is to provide a magnification of the expansion of the 





g. 75.—An external view of the W.E. 2K45—an early thermally tuned reflex oscillator 
ee by the Bell Telephone Laboratories. 


channel which by itself would provide insufficient motion. The cross 
member welded to the center of the bow and the vertical struts transmit the 
motion of the bow to the diaphragm which supports one of the cavity grids. 
The action is illustrated in Fig. 78 which shows a series of X-ray views of an 
operating tube. Thus, the first view shows the conditions for no power 
applied to the tube, the second, for the tube operating but with the tuner 
grid biased to cut-off. The following views show the behavior with progres- 
sive increases in the power into the tuner channel. 

The ramifications in the design of a thermal tuner are many and the possi- 
ble configurations of the mechanism will depend greatly on the individual 
requirements of the application. It is possible, however, to lay down some 
basic principles. These are concerned with positiveness of action and speed 
of tuning. With regard to the first, it may seem anomalous to speak of 
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Fig. 76.—Internal features of the W.E. 2K45: section through the output lead and 
normal to the tuner cathode and strut. 
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Fig. 77.—A section of the W.E. 2K45 cut parallel to the tuner cathode and strut. 


positive action in a device which has thermal inertia. What is actually 
meant, however, may be best indicated by the following: Let us suppose that 
some power, P,, must be dissipated in the tuner in order to hold the oscillator 
at a frequency, fa. Now, suppose that the tube is operating with power 
less than P, and that we are required to switch to frequency f2. In order 
to switch rapidly, we apply power in excess of P, to the tuner until the fre- 
quency has reached f,, at which time we switch to the power P, required 
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Fig. 78.—A series of x-ray photographs of the thermal tuning mechanism of an operating 
2K45. These show the motion of the bows for successively increasing power inputs to 
the tuner channel. 
tosustainf.. Wesay that the control is positive if no overshoot occurs, 1.e., 


if the frequency does not continue to change for a time and then return to 
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fa. We might equally well have illustrated this by an example in which 
the tuner was cooling. In order to avoid overshoot it is necessary that no 
thermal impedance exist between the heat source and the expanding element. 
Thus, as an example of a tuner in which overshoot will occur, one may cite 
an expanding strut in the form of a tube heated by a resistance heater in- 
ternal to the tube. In order to transfer heat from the resistance heater to 
the tubing the former must of necessity operate at the higher temperature. 
Hence, in the example given above, when the power is switched to the sus- 
taining value heat will continue to be transferred to the tubing until the 
heater and the tubing arrive at the same temperature. To minimize the 
thermal impedance the heat should be generated within the body of, or on 
the surface of, the expanding element. The resistance heating by current 
passing through the expanding element illustrates the first case and heating 
by electron bombardment the second. 

The second principle is quite obvious when once stated. Ifa rapid shift 
in frequency is to be obtained at any point within the required tuning range, 
then the potential tuning range must be considerably in excess of that re- 
quired. Thus, if the tube is operating near one of the required frequency 
limits and one demands that it go to the limit, the shift will progress very 
slowly in the absence of excess range. If, however, it is possible to overdrive 
the limit, the time required will be materially shortened. On the basis of 
actual tube design this requires that the safe maximum or full on power into 
the tuner must be considerably in excess of the power required to hold the 

_ tuner at the frequency band limit nearest the full on condition. The tuning 
mechanism must be capable of continuous operation under the full on condi- 
tion in case this accidentally persists. Further, the power required to hold 
the tuner at the other end of its band must be considerably in excess of zero 
in order that rapid cooling may occur near this limit. It is not necessary 
that the tuner produce motion for power inputs outside the band limits; 
the essential condition is that the rates of heating and cooling near these 
limits should have values considerably greater than zero. 

It is always possible to purchase heating speed by the expenditure of 
power in available over-drive. The cooling speed, on the other hand, is con- 
trolled by the temperature difference between the source and sink, the heat 
capacity of the tuner and the mechanism of cooling. Two methods of cool- 
ing are available, conduction and radiation. For small amounts of motion 
and in circumstances where large forces are not required, conduction cooling 
can provide a satisfactory answer. In cases in which a large amount of 
motion is required, as in the 2K45, conduction cooling imposes a number 
of serious restrictions. The expanding element must be made from a ma- 
terial having a large coefficient of expansion and necessarily must be long. 
Unfortunately, alloys having large expansion coefficients are very poor con- 
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ductors of heat. In the case of conduction the cooling rate will depend on 
the ratio of the length times the heat capacity divided by the cross-section. 
For radiation cooling the rate depends on the heat capacity divided by the 
radiating area and is independent of the length except as the heat capacity 
depends upon this factor. Radiation cooling has the advantage that it per- 
mits more freedom of structural shape and the material may be chosen on 
the basis of strength. In the operating range of the 2K45 the heat radiated 
is approximately four times that conducted away. 

The automatic frequency control circuits which have been used with 
thermally tuned beating oscillators in radar receivers have been of a full 
on or off type so that they do not continuously hold the frequency at a fixed 
reference difference from the transmitter frequency. The reason for this 
in part is that a pulse transmitter gives the required reference information 
only during the pulse. Thus with an on-off control circuit if at a given 
pulse a correction of frequency is demanded the power into the tuner is 
turned full on or off, depending on the direction of the correction, and left in 
this condition until the occurrence of the next pulse which again determines 
the direction of the control. The result is that the frequency of the beating 
oscillator continually hunts about the transmitter frequency. The control 
system must be designed to hold the hunting deviation within tolerable 
limits. It is of course possible to work within narrower limits than full 
on or off tuner power. One advantage of full on or off control is that it 
results in the minimum tuning time between required frequencies since the 
tuning rate is at all times held to the maximum possible value. 

Under certain conditions the performance of a thermal tuner may be 
completely described by a time constant. In general, however, this is not 
the case and the information required in designing a control system is con- 
cerned first with initiation of operation and second with the factors deter- 
mining the magnitude of the hunting deviation. For initiation of operation, 
one is concerned with the time required for the oscillator to reach the operat- - 
ing frequency. The quantities known as the cycling times give upper limits 
for this quantity. The cycling times are to a certain extent arbitrarily 
defined as indicated in the following. There are two band limit frequencies, 
fc, the limit requiring the lesser power input, P,, and corresponding to a 
tuner temperature, T,, and f;,, the limit for which the power input will be 
P;, and the temperature, T;,. The cycling time for heating, 7;, is defined 
and measured in the following manner. The power input to the tuner is 
set to P, and held at this value until equilibrium is established. The power 
input is then switched to the maximum allowed value, P, and the time 
interval, 7, , between the instant of switching and the instant at which the 
frequency of operation has reached f;, is measured. Correspondingly, the 
cycling time 7, for cooling is measured by setting to P, until equilibrium is 
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established and then switching the tuner power off and measuring the inter- 
val, 7-, until the operating frequency reaches f-. These quantities are of 
importance in determining the ‘“‘Out of Operation” time in case the frequency 
reference of the control system is momentarily lost, so that the control starts 
cycling in order to re-establish the reference. 

While the cycling times can be taken to give an indication of the average 

speed of tuning, more detailed information is required to determine the 
hunting deviation. This demands a knowledge of the instantaneous tuning 
rates which will result at any point in the band when the power is switched 
full on or off. These rates vary through the band since the overdrive avail- 
able, for example, on heating will decrease as the operating frequency ap- 
proaches the limit nearest to the maximum drive. 
_ In the following, an outline will be given of the factors which must be 
considered in designing a thermally tuned reflex oscillator. The 2K45 will 
be used as an illustration. Our first consideration concerns the time re- 
quired for the tuner to heat and cool between given temperatures. In 
Appendix XI expressions are derived for the cycling times r, andz,. The 
expressions applicable to the 2K45 are: 


CT, 
Te = ORT! [Fo(Tsc) — £o(Tsn)] (13.2) 


where the symbols are defined in the appendix. The functions Ff; and Fe 
are plotted in terms of the reduced temperatures, J, and 7, in Figs. 79 and 
80. In the analysis conduction cooling is neglected and it is assumed that 
the whole of the expanding element operates at the same temperature. 
Because of these limitations the theory is largely qualitative. It will be 
observed that the cycling time, 7; , is proportional to the ratio of the heat 
energy Stored in the tuner at the maximum equilibrium temperature to the 
rate of loss of energy at this temperature. It is therefore apparent that this 
equilibrium temperature should have the maximum possible value, and also 
that the heat capacity of the tuner should be kept toa minimum. Assuming 
for simplicity that the frequency of oscillation is proportional to the tem- 
perature, so that a given temperature difference is proportional to the fre- 
quency, one sees by examining the function F; that it is desirable to keep 
the reduced temperatures 7,, and 7;- small compared to 1. Under these 
circumstances, the cycling time 7, will have its minimum value and will be 
more or less independent of the reduced temperatures. If we examine the 
expression for the cycling time for cooling, 7., we observe that this is 
proportional to the ratio of the heat stored in the tuner at the equilibrium 
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Fig. 79.—A plot of a function used in determining the time required for the tempera- 
ture of a thermal tuner to rise between two given values when the tuner is cooled by radia- 
tion alone. The abscissae are given in terms of a reduced temperature. 
























































Fig. 80.—A plot of a function used in determining the time required for the tempera- 
ture of a thermal tuner to fall between two given values when cooled by radiation alone. 
The abscissae are given in terms of a reduced temperature. 


REFLEX OSCILLATORS 587 


temperature 7’) corresponding to zero bombardment power divided by the 
rate of heat loss at this temperature. This indicates a rather paradoxical 
result, that the temperature for zero bombardment power should be as high 
as possible. This arises from the dependence on radiation cooling. Weare 
limited in setting the value of T> by the form of the function F,, which 
requires that the reduced temperatures T,, and 7, should be very large 
compared to 1. Since the true temperatures corresponding to these reduced 
values must simultaneously be small compared to T,, , it is apparent that 
we are not completely free to make T large, and a compromise must be 
worked out. 
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Fig. 81.—Variation of the frequency of resonance vs gap displacement for the W.E’ 
2K 45. resonator. The vertical lines show the required tuning range. : 





GRID SPACING IN MILS 





In determining a practical design for a thermal tuner, the first charac- 
teristic which must be known is the variation of the resonant frequency of 
the oscillator cavity as a function of gap displacement. It is apparent that, 
for the highest speed of tuning, the rate of change of frequency with gap 
displacement should have the maximum possible value. . However, this 
tuning characteristic is dictated by the performance requirements of the 
tube as an oscillator and hence is not available as a variable in the design. 
Fig. 81 shows the variation of frequency with gap displacement for the 
2K45 resonator. The required range is indicated. . 

When the required motion is known a choice may be made of a mechanism 
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for a tuner. There is a certain amount of arbitrariness in choosing the 
limiting dimensions of the tuner. If the expanding element is to be short 
it is necessary either to operate over a very wide range of temperatures or 
else use some mechanical means of amplifying the motion obtained over a 
more limited range. Since the more limited is the required temperature 
range the greater is the tuning speed, it is obviously advantageous to use 
mechanical amplification. As previously pointed out the electron bombard- 
ment method of heating and radiation cooling are especially suitable to such 
a mechanism because of the freedom of design they permit. Previous dis- 


OEFLECTION OF BOW 





TEMPERATURE 


. Fig. 82.—The ideal type of deflection vs temperature characteristic desired for a ther- 
mally tuned oscillator. The motion 6 is that required to shift the resonant frequency 
of the cavity through its required band. 


cussion has shown that the temperatures corresponding to zero and maximum 
power input must be separated by wide margins from the temperatures 
corresponding to the limits of the tuning range. Any motion which occurs 
in these margins is unnecessary and in general undesirable. Ideally, the 
tuning mechanism should have a characteristic as shown in Fig. 82. The 
type of tuning mechanism chosen for the 2K45 is a first approximation to 
such a characteristic, as is shown in Fig. 83, which gives a family of charac- 
teristics corresponding to various initial offsets of the bow for a given length 
of bow. ‘The bows are formed to a sinusoidal shape. This structure gives 
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a large mechanical amplification of the expansion of the tuner. The tuner 
is made as long as will fit conveniently into the tube envelope. Further 
arbitrary decisions are required with regard to the power which can be ex- 
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Fig. 83.—A family of deflection vs temperature characteristics for the type of tuning 
mechanism used in the W.E. 2K45. The parameter is the initial offset of the bows from 
the channel at room temperature. 


pended in operating the tuner. With such decisions made, the tuner design 
can then be completed as a compromise of a great many variables. Limita- 
tions on the strength of the tuner materials at elevated temperatures deter- 
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mine a maximum safe operating temperature. The anode material is 
chosen to have a large coefficient of expansion and resistance to ‘‘creep”’ 
at elevated temperatures. In choosing the form of the tuner it is necessary 
to keep constantly in mind the necessity of maintaining the minimum ratio 
of heat capacity to radiating surface. A minimum operating temperature 
of the tuner is determined by heat flow to it from extraneoussources. Figure 
84 shows the temperature as a function of bombardment power input for the 
2K45 tuner. It will be observed that the heat from sources other than 
bombardment produces a considerable rise in temperature. One principal 
source of uncontrolled heating is radiation from the tuner cathode. This 
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Fig. 84.—The tuner anode temperature as a function of the bombardment power. 
The temperature rise at-zero bombardment power is caused by radiation from the thermal 
cathode and extraneous sources. ae 


is minimized by keeping the cathode as remote from the anode as is con- 
sistent with the required electronic characteristics. 

When the maximum and minimum operating temperatures and the length 
of the channel are determined the remaining problem is to determine and | 
offset for the tuning bow which will provide the optimum tuning characteris- 
tics. We wish to obtain characteristics such that the heating time 7, and 
the cooling time 7, are approximately equal and of a minimum value. The 
choice of the bow offset also involves a choice of an initial gap spacing for the 
resonator. On Fig. 83 the boundary values for the limiting temperatures T» 
and 7,, are indicated by vertical lines. With any given bow offset which 
corresponds to a particular tuning characteristic a limit is set on the initial 
gap spacing by the requirement that the total motion of the bow between 
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room temperature and 7, shall not exceed the initial gap spacing. From 
our previous analysis we know that to provide maximum tuning speed we 
desire to make the temperature intervals T, — Ty» and 7, — Tyas large as 
possible. For any given tuning characteristic these intervals may be ad- 
justed by a variation of the initial gap spacing subject to the limitation just 
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Fig. 85.—The cycling time of the W.E. 2K45 as a function of the temperature of the 
channel at the band frequency limit requiring the smaller tuner power. The solid lines 
are the experimental curves, the dashed lines are theoretical results. One point on the 
heating time is fitted in order to determine the heat capacity of the tuner. 


imposed. Since J, and T,, are interrelated for a given bow characteristic 
by the fact that they correspond to a specific increment of motion 6 deter- 
mined by the cavity design, we may study the effect of shifting the interval 
6 along the tuner characteristic by varying the initial gap offset. We may 
specify this in terms of value of T,. The result of such a study is shown in 
Fig. 85. The optimum offset corresponds to the temperature at which the 
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“curves for 7, and 7, cross over. The optimum bow offset is then the value 
which provides the minimum value at the crossover. From the theory 
given earlier it is possible to compute these curves. If we had analytical 
expressions for the motion of the tuner with temperature and for the varia- 
tion of frequency with gap spacing it should be possible to obtain completely 
theoretical curves. 

As a test of the theory of heating and cooling it is sufficient to use the 
experimental curves for the motion of the tuner with temperature and the 
variation of frequency with gap spacing in conjunction with the heating 
and cooling curves of Figs. 79 and 80 calculated from equations (13.1) and 
(13.2). The value of K which must be determined in order to obtain 
numerical values from the curves of Figs. 79 and 80 may be determined 
from Fig. 84 by using the relationship 


Po — Py 
= Ge 

where P, and P, are the bombardment power inputs corresponding to anode 
temperatures T,and 7,. ‘There is no ready means for directly determining 
the heat capacity C. However, if one point on either the heating or cooling 
curves is fitted to the experimental data the value of C may be determined 
and the remainder of the points computed. The results of such a computa- 
tion are shown by the dashed lines in I'ig. 85. In view of the restrictive as- 
sumptions of a uniform anode temperature and the neglect of all conduction 

cooling the agreement in general form is reasonably good. 

- The W.E. 2K45 includes a number of advances in reflex oscillator tech- 
nique over the 2K25. It will be observed in Figs. 76 and 77 that the electron 
optical system employed in the gun differs from that used in the 2K25. In 
the 2K25 a gun producing a rectilinear beam was employed. In the 2K45 
the gun consists of a concave cathode surrounded by a cylindrical electrode 
and a focussing anode. The design of this type of gun was originated by 
Messrs. A. L. Samuel and A. E. Anderson at these laboratories. The design 
is such as to produce a radial focus beam which converges into the cylindrica] 
section of the focussing anode. After the beam enters the focussing anode 
its convergence is decreased by its own space charge, and the beam passes 
through the grids at approximately the condition of minimum diameter. 
Between the second grid and the repeller the beam continues to diverge 
radially on the outbound and return trips. The intention of the design is 
that the beam shall have diverged sufficiently so that the maximum possible 
fraction will recross the gap within a ring having an inner diameter equal 
to the first grid and outer diameter equal to the second grid. Under these 
conditions only a small fraction of the beam will return into the cathode 
region, the remainder being captured on the support of the first grid after the 


REFLEX OSCILLATORS 593 


second transit of the gap. This tends to eliminate electronic tuning hystere- 
sis and the repeller characteristic of the 2K45 is essentially free of this 
phenomenon. This gun design has the further advantage that it avoids the 
necessity for the first grid used in the 2K25. This eliminates the current 
interception on this grid with a resulting increase in the effective current 
crossing the gap. This type of gun also permits the design of a more efficient 
resonator by reducing the grid losses. 

A second variation in design from the 2K25 is that in the 2K45 the second 
grid moves with reference to the repeller. This has the advantage of reduc- 
ing the variation of the repeller voltage for optimum power with resonator 
tuning. The drift angle in a uniform repeller field is given by 


VV. 

6 = Vo4+V;, tf (13.3) 
where fis the spacing between the repeller and the second grid of the resona- 
tor. If the same drift angle @ is maintained at all frequencies in the band, 
then the repeller voltage must vary. If fis fixed asf increases Vx must also 
increase in order to maintain a fixed fraction. If ¢ varies and increases as f 
decreases then a smaller variation in Vz is required and in the particular 
case that f varies inversely with / the repeller variation may be made zero. 
Usually other requirements determine the variation of fand it is not always 
possible to make the variation zero. In the case of the 2K45 the variation 
over the band is approximately half the amount which would occur if £ were 
fixed. 

The output coupling and line of the 2K45 were designed so that the 
oscillator would provide the desired characteristics in the same waveguide 
adapter as designed for the 2K25. The power output as a function of 
frequency for a typical tube is shown in Fig. 86a. Curves A, B and C of 
Fig. 86 show the variation of power output with cavity tuning when the 
repeller voltage is set for an optimum at the indicated frequency and held 
fixed as the cavity tuning is varied. The frequency shift between half power 
points in this case is very much wider than with repeller tuning. This is a 
consequence of the fact that whereas in repeller tuning both the frequency 
and the drift time change in a direction to shift the transit angle away from 
the value for maximum power, with cavity tuning only the frequency 
changes. Moreover, the fact that the repeller to second grid spacing in this 
design varies with frequency tends to reduce the variation of the drift angle 
with frequency. The envelope of the curves A, B and C gives the power 
output as a function of frequency when the repeller voltage is adjusted to 
an optimum at each frequency. 

Fig. 86b gives the half power electronic tuning as a function of frequency 
measured statically and also dynamically with a 60 cycle repeller sweep. 
The difference arises from thermal effects. ° 
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Fig. 86.—Characteristics of the W.E. 2K45 reflex oscillator. Fig. 86-a shows the varia- 
tion of the power output as a function of frequency in two cases. The curves A, BandC 
illustrate the power variation with frequency when the repeller voltage is set for the opti- 
mum at the indicated frequency and held fixed as the cavity tuning is changed. The 
envelope of these curves shows the power variation with frequency when the repeller 
voltage is maintained at its optimum value for each frequency. 

In Fig. 86b the electronic tuning is shown, in one case where the repeller voltage is 
shifted bee een half power points so slowly that thermal equilibrium exists at all times 
and in the dynamic case in which the pepelles voltage is shifted at a 60 cycle rate. 
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Fig. 87.—Repeller voltage for optimum power as a function of frequency for the W.E- 
2K45 oscillator. 


Fig. 87 shows the variation of repeller voltage for optimum power with 
frequency. This variation is so nearly linear that it has been proposed that 
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a potentiometer properly ganged with the transmitter in radar systems — 
would provide optimum output throughout the band. ‘This is an advantage 
over electronic tuning, since the signal to noise performance of the receiver 
depends in part on the beating oscillator power into the crystal. . 

In a thermally tuned tube it is necessary to provide safeguards against 
excessive power input to the tuning strut since this might produce a per- 
manent deformation and impair tuner operation. A simple method for 
obtaining such protection is to use low-frequency cathode feedback produced 
by a cathode resistor. With a cathode biasing resistor of 725 ohms the 
grid may be held 15 volts positive with respect to the more positive end of 
the cathode biasing resistor indefinitely without damage to the tuner when 
the normal plate voltage of 300 volts is applied. 

The grid control characteristics for a typical 2K45 shown in Fig. 88 were 
obtained while using the cathode biasing resistor. These characteristics 
may be given in two ways. In one case the repeller voltage is held fixed 
and the characteristics are given over a range between half power points. 
It will be observed in this case that the characteristics are discontinuous 
because of the electronic tuning resulting from the repeller voltage shifts 
between ranges. For the other case the repeller voltage is maintained at 
its optimum value at each frequency. 

In either case, one striking feature is the essential linearity of the variation 
of frequency with grid voltage. This is of considerable importance in many 
frequency stabilizing systems and represents an advantage of thermal tuning 
over electronic tuning. In the case of electronic tuning, as shown in Section 
VII, the rate of change of frequency with repeller voltage varies rapidly 
as the repeller voltage shifts away from the optimum value. Since frequency 
stabilization is essentially a feedback amplifier problem in which the rate of 
change of the frequency with the control voltage enters as one of the factors 
determining the feedback, it is apparent that the frequency stabilization 
will vary as the repeller voltage is shifted. In contrast, for the case of 
thermal tuning, because of the linearity of frequency with grid voltage, the 
stabilization will be independent of the frequency. It should not be for- 


2K45 Operating Conditions 











Normal Maximum 
Heater Voltage ................. 6.3 6.8 Volts 
Resonator Voltage..............- 300 350 Volts 
Kiystron Current i cc.cc 0.6 be 54 22 30 mA 
Repeller Voltage Range........... —60 to —175 — 350 Volts 
Tuner Current ................. 0 to 25 mA 
Tuner Power..........-.....-.. 7.0 Watts 
tr (9660-8500 Mc/s) .......-...... 6.0 9.0 Sec 
t- (8500-9660 Mc/s) ............. 6.0 9.0 Sec 
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gotten, however, that thermal tuning is inherently slower in action than 
electronic tuning, since the latter is capable of frequency correction rates 
limited, for practical purposes, only by the control circuits, whereas in 
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Fig. 88.—Frequency as a function of the grid voltage for the W.E. 2K45 oscillator’ 
The dashed lines show the variation when the repeller voltage is held fixed for the mid- 
range value and the solid lines shows the variation with the repeller voltage maintained 
at its optimum value for each frequency. These characteristics apply when a 725 ohm 
biasing resistor is connected in series with the tuner cathode. 


thermal tuning the thermal inertia of the tuning strut limits the tuning speed 
to rates of the order of 100 mc/sec’ for the 2K45. 

The operating conditions for the 2K45 are given in the table at the 
bottom of page 595. 
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G. An Oscillator With Waveguide Output—The 2K 50 


Late in the war it became apparent that there was an urgent need for 
radar systems which would permit a very high degree of resolution. Such 
resolution requires the use of the shortest wavelengths possible, and as a 
practical step development work was undertaken in the neighborhood of 
1 cm. 

Work at these Laboratories led to a tube which produced over 20 milli- 
watts and was thermally tunable over the desired frequency range by means 
roughly similar to those employed in the 2K45. This tube had a wave guide 
output. It had no grids; a sharply focused beam passed through a .015” 
aperture in the resonator. The tube operated at a cavity voltage of 750 
volts. | 

Work by Dr. H. V. Neher at the M.I.T. Radiation Laboratory resulted 
in a design for an oscillator using grids which operated at a resonator voltage 
of 300 volts. At the request of the Radiation Laboratory, the Bell Tele- 
phone Laboratories undertook such development and modification as was 
necessary to make the design conform to standard manufacturing techniques. 
This work was carried out with the close cooperation of Dr. Neher. 

Figure 89 shows an external view of the tube and Fig. 90 a cross sectional 
view of the final structure. There are two striking departures in this tube 
from the designs previously described. One of these is that the axis of 
symmetry is no longer parallel to the axis of the envelope but instead is 
perpendicular to it. This construction makes possible in part the other 
striking feature of the tube, which is the wave guide output. A number 
of factors combine to make this type of output desirable and _ prac- 
tical. The resonant cavity for a wavelength near 1.25 cm. becomes ex- 
tremely small. Were loop coupling used this would necessitate a very small 
coupling loop and also a very small diameter output line. The small dimen- 
sions with loop coupling would require tolerances extremely difficult to 
maintain with conventional vacuum tube techniques. On the other hand, 
the wave guide used at 1.25 cm. is of dimensions (.170” x .420”) such that 
a wave guide output with a choke coupling can readily be incorporated in a 
standard vacuum tube envelope. 

The wave guide coupling is accomplished by means of a tapered wave 
guide which couples to the cavity through a non-resonant iris. The guide 
tapers in the narrow dimension only, from the iris to a circular output 
window. The tapered guide couples to the window by means of a circular 
half wave choke. The VSWR introduced by the window is 1.1 or less. 
External to the tube, there is an insulating fitting which permits the tube 
to be coupled directly to the guide by means of a second choke coupling. 
This makes it possible to operate the shell of the tube at a different potential 
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than the guide. This is desirable in a radar receiver for circuit reasons, 
which require that the cathode of the oscillator be at ground potential. 
The iris size is a compromise chosen to provide sufficient sink margin 
throughout the band. An iris coupling inherently varies with frequency 
and provides a weaker coupling at lower frequencies. Hence, since a suffi- 


f = 24,464 MEGACYCLES 
PER SECOND 





Fig. 91.—A performance diagram for the 2K50 at the high frequency band limit. This 
diagram shows loci of constant power as a function of the admittances presented at the 
plane of the tube window. Admittances are normalized in terms of the characteristic 
admittance of the wave guide. 


cient sink margin must be provided at the wavelength where the coupling 
is a maximum, this means that an excess of sink margin exists at the low 
frequency end of the band. This is illustrated by the impedance perform- 
ance diagrams of Figs. 91 to 93. 

The 2KS0 presented a difficult mechanical problem which will be appreci- 
ated when the minute dimensions of the resonant cavity are observed in 
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Fig. 90. The electron optical system consists of a concave cathode, a 
cylindrical beam electrode, and a grid concave towards the cathode. This 
produces an electron beam which converges into a conical nose and through 
the cavity grids to the repeller space. The repeller, which returns the beam 
across the gap, is rigidly held in a mica supported in a cylindrical housing 
connected to a diaphragm which serves as one wall of the resonator. The 
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Fig. 92.—Performance diagram for the 2K50 at the mid-band frequency. : 


cylindrical housing is connected to a thermal tuning mechanism consisting 
of a simple framed structure in the shape of a right triangle. The base of 
the triangle is a heavy piece of metal brazed to the cavity block and a bleeder. 
shoe which in turn is brazed to the bulb. One leg of the triangle can be 
heated by electron bombardment controlled, as in the 2K45, by a negative 
grid. The other leg is heated only by conduction. Since both legs are 
made from the same material, general heating of the structure will produce 
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only a second order effect. Because of the small motion required to tune 
the 2K50 through its range, the tuner dimensions permit reliance on conduc- 
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_ The characteristics of the thermal tuner of the 2K50 differ considerably 
from the 2K45. In Appendix XI expressions are given for the heating and 

cooling times as 

Pri RTs 


c 
T= gD ET, ee 
_ ¢ Tr 
Te = B loge T. : (13.5) 


It is desirable that the cycling times should be equal. Equating (13.4) 
and (13.5) one obtains 
Pm = k(Tn + T). (13.6) 
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This states that the maximum permitted temperature, Tm = Pm/k, shall 
exceed the temperature 7), by the same temperature difference as that by 
which T, exceeds the sink temperature. From (13.4) and (13.5) it can be 
seen that to minimize the heating and cooling times the heat capacity 
should be small and the heat conductivity of the strut should be large. It 
is also evident that the ratio T;,/T, should be as nearly unity as possible. 
This requires that the tuner should produce the required displacement in 
the smallest temperature interval possible. If a given temperature differ- 
ence is required to produce the necessary motion, then from a speed stand- 
point it is desirable to make both 7}, and 7, large in order that their ratio 
shall be nearly unity. The allowable temperature is usually limited by 
constructional considerations. 

Over the normal tuning range of a refiex oscillator we have previously 
shown that the tuning characteristic may be represented by 


d= aC; + Cla) (13.7) 
where a is a constant 
C; is a lumped fixed capacitance 


c@) == 


6 isa constant. 
Hence one can show that for small changes Ax from xo 





50 BAX 
Ae 13.8 
ZC, (13.8) 
C= Cy + C(x0). (13.9) 


One may also show that for the type of tuner employed and the small 
motions involved in the 2K50 the displacement of the grids as a function 
of the temperature difference T — To will be 





whence | 
Ee a 
AX = shoe So), (13.11) 
x0 Co 
If at time ¢ = 0, x = x, T = To, \ = Ao, we have for heating 
1 ; 
’ — r= sues & — T)(t ae (13.12) 
Xo Co k , 


If we give P; its maximum value P,, then at i = © the temperature of 


the strut will be ss = Tn, =m 
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H ; : 
and . AX = An — Ao = 2 a (T'm os To) (13.13) 
or > = Oh NS ee (13.14) 


Thus the behavior of this type of tuner may be described by a time constant 
which is given by 7 = 7 . This has been verified experimentally for the 
2K50, in which this constant has been found to have a typical value of 1.3 
seconds. 

The instantaneous tuning rates at a given wavelength based on full on- 
full off operation can be shown to be 


d= - 3 of (f — fm) heating (13.15) 
“ = es (fo —f) cooling (13.16) 


where fo is the frequency at zero tuner power 

fm is the frequency at maximum permitted drive. 
Figure 94 shows the instantaneous tuning rate as a function of frequency 
on heating and cooling. 

Typical power output versus frequency characteristics for the 2K50 are 
shown in Fig.95. Curve A shows the power output with the repeller voltage 
optimized at each frequency while Curve B gives the variation when the 
repeller voltage is set for an optimum at the center of the band and_held 
fixed as the frequency changes. For constructional reasons the spacing 
between the repeller and second cavity grid is fixed in the 2K50 so that on 
a proportional frequency basis the range between half power points with 
fixed repeller voltage is smaller for the 2K50 than for the 2K45. 

Figure 96 shows the frequency vs. grid voltage characteristics for the 
2K50. For normal operation with full on-full off operation the grid voltage 
is switched between zero and cutoff. 


H. A Millimeter Range Oscillator 


During the latter stages of work on the 2K50 development, work was 
' started on an oscillator for a wavelength range around .625 cm. - The design 
of this developmental tube known as the 1464XQ was undertaken. 

There are several difficulties in going from 1.25 cm. to .625 cm. Greater 
accuracy of construction is required and the cathode must be operated at a 
higher current density. The greatest difficulty arises from the fact that 
the grids cannot be directly scaled i in size from those used in tubes for longer 
wavecnems: 
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Fig. 94.—Computed instantaneous tuning rates on heating and cooling for the 2K50 
oscillator. These results are based on a time constant of 1.3 seconds and on the assump- 
tion of “full on or off” operation. 
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Fig. 95.—Power output characteristics of the 2K50 oscillator. Curves A, Band C 
illustrate the power variation with frequency when the repeller voltage is set for the opti- 
mum at the indicated frequency and held fixed as a cavity tuning is changed. The 
envelope of these curves shows the power variation with frequency when the repeller 
voltage is maintained at its optimum value for each frequency. 
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‘Let us consider the factors involved in scaling from a tube operating at a 
given frequency to a smaller tube operating at a higher frequency. If the 
cathode is operated space-charge-limited and the anode voltage is the same 
as for the larger tube, the total electron current will be the same and each 
grid wire will intercept as much current and hence receive the same power 
to dissipate as in the larger tube. Suppose the length of a grid wire in the 
larger tube is J) and in the smaller tube the length of the corresponding wire 
is/,. Suppose that all the other dimensions of the smaller tube, including 
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Fig. 96.—Frequency vs tuner grid voltage for the 2K50. 


the diameter of the grid wire, are reduced in the ratio 1,/l). We do not 
know a@ priort whether or not the temperature distribution along the grid 
wires of the smaller tube will be the same as that for the larger tube; suppose, 
however, that it is. Then if J» is the temperature at some typical point, 
say, the hottest, on the grid wire of the larger tube, and 7; is the temperature 
at the similar point on the smaller tube, the power the wire loses by radiation 
in the large tube, P,o and in the small tube, P,; are given by 


Py = ARTA (13.17) 
Pa ALT. (13.18) 
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Here A is nearly constant for given tube geometry and materials. In 
radiation the power lost varies as the area, which varies as J’, and as the 
temperature to the fourth power. 

The power lost by end cooling, for the large and the small tube, Peo and Pa 
will be given by 


Poy = BloT (13.19) 
Pa = BLT;. (13.20): 


Here B is another constant. These relations express the fact that the 
power lost by end cooling (thermal conduction) varies as cross sectional 
area divided by length and hence as / and as temperature difference, taken 
as proportional to T. 

Now, in scaling the tube the power to be dissipated has been kept constant. 
Further, in making the tube small, the hottest point of the grid cannot be 
run hotter than the melting point of the wire; in fact, it cannot be run nearly 
this hot without unreasonable evaporation of metal. Suppose we let the 
grid in the smaller tube attain the maximum allowable temperature Tim 
and let the power the wire must dissipate be P. Then for the large tube 


P = Pro + Peo = (AlTS + BYloTo (13.21) 
and for the smaller tube 
P = Pat Pa = (AAT) + BYLTm. (13.22) 


Hence, the smallest value /; can have without running the grid too hot is 
given by the equation 


= (Aly T + B) 


lL = ia ae a 
m (AL, TS, +B) 


(13.23) 


We see that if J) is very small, 
AloTm K B 


(13.24) 
ALT, KB 


Numerical examples show that this is so for a tube such as the 2K50. This 
means that nearly all of the power dissipated by the grid is lost through end 
cooling, not radiation.“ Further, in the 2K50 the grid is already operating 
near the maximum allowable temperature. Hence, nearly, 7) = Tm and 
the smallest ratio in which the tube can be scaled down without overheating 
the grids is approximately unity. This means that in making a tube for 
.625 cm. the grid wire cannot be made half the diameter of the wire used in 


“The fact that one kind of dissipation predominates in both cases justifies the as- 
sumption of the same temperature distribution in both cases. 
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the 2K50. In fact, the diameter of the grid wire can be made but little 
smaller. Thus, in the 1464XQ the grid is relatively coarse compared with 
that in the 2K50. This results in a reduced modulation coefficient and 
hence in less efficiency. . 

In going to .625 cm., resonator losses are of course greater. The surface 
resistivity of the resonator material varies as the square root of the fre- 
quency. Surface roughness becomes increasingly important in increasing 
resistance at higher frequencies. Further, in order to provide means for 
moving the diaphragm in tuning, it was necessary in the 1464XQ to use a 
second mode resonator (described later) and this also increases losses over 
those encountered at lower frequencies. 

Development of the 1464XQ was stopped short of completion with the 
cessation of hostilities. However, oscillation in the range .625-.660 cm. 
had been obtained. The power output varied from 2-5 milliwatts between 
the short wave and long wave extremes of the tuning range. The cathode. 
current was around 20 ma, the resonator voltage 400 volts. The tube 
operated in several repeller modes in a repeller voltage range 0 to — 180 volts. 

Figures 97 and 98 illustrate features of the 1464XQ oscillator. Figure 98 
is a scale drawing of the resonator and repeller structure. The electron 
beam is shot through two apertures covered with grids of .6 mil tungsten 
wire. These grids are 80% open and are lined up. The aperture in the 
grid nearest the gun is 23 mils in diameter and the second aperture is 34 mils 
in diameter. The repeller is scaled almost exactly from the 723A 3 cm. reflex 
oscillator. A second mode resonator is used. ‘The inner part, a, of Fig. 98 
is about the size of a first mode resonator. This is connected to an outer 
portion, c, by a quarter wave section of small height, b, which acts as a 
decoupling choke. The resonator is tuned by moving the upper disk with 
respect to the lower part, thus changing the separation of the grids. The 
repeller is held fixed. Power is derived from the outer part, c, of the reso- 
nator by means of an iris and a wave guide, which may be seen in the section 
photograph Fig. 97. There is an internal choke attached to the end of the 
part of the wave guide leading from the resonator. This is opposed to a 
short section of wave guide connected to the envelope, and in the outer end — 
of this wave guide there is a steatite and glass window of a thickness to 
give least reflection of power. . 


I. Oscillators for Pulsed A pplications—The 2K23 and 2K54 


All the reflex oscillators described in the preceding sections have been low 
power oscillators intended for beating oscillator or signal oscillator applica- 
tions. Some limitation on the power capability of these oscillators in the 
form previously described is set by the power handling capacity of the grids. 
If the tubes are pulsed with pulse durations which are short compared with 
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Fig. 97.—An experimental thermally tuned reflex oscillator, the 1464, designed for 
operation between the wave lengths of .6 and .7 cms. 
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the thermal time constant of the grids, then the peak power input to the 
oscillators may be increased over the continuous limit by the duty factor, 
provided that the voltages applied are consistent with the insulation limits 
of the tubes and that the peak currents drawn from the cathode are not in 
excess of its capacity. 

An application for a pulsed oscillator arose in the AN/TRC-6 radio 
system.” ‘This was an ultra-high frequency military communication system 
using pulse position modulation to convey intelligence. With the high gain 

‘which may be achieved with antennas in the centimeter range, the power 
necessary in the transmitter for transmission over paths limited by line of 
sight is of the order of a few watts peak. In beating oscillator applications 
the power output is of secondary importance to electronic tuning, so that 
the reflex oscillators previously described were designed to operate with a 
drift time in the repeller space such as to provide the desired tuning. Ina 
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Fig. 98.—The resonator and repeller structures of the oscillator shown in Fig. 97. 


pulsed transmitter electronic tuning is unnecessary and indeed undesirable, 
since it leads to frequency modulation on the rise and fall of the pulse. In 
section IIT it is shown that for maximum efficiency with a given resonator 
loss there will be an optimum value for the drift time. If there were no 
resonator loss this time would be } cycles, which is the minimum possible. 
By utilizing the optimum drift angle and taking advantage of the higher 
peak power inputs permitted by pulse oscillator it was possible to obtain 
peak power outputs of the order of several watts using the same structure 
as employed for the beating oscillators previously described without exceed- 
ing the power dissipating capability of such a structure. From the stand- 
point of military convenience this was a very desirable situation for reasons 
of simplicity of tuning and ease of installation. 

15 A Multi-channel Micro-wave Radio Relay System, H. S. Black, W. Beyer, T. J. 


Grieser, and F. A. Polkinghorn, Electrical Engineering Vol. 65, No. 12, pp. 798-806, Dec. 
1946. — , 
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~The first tube designed for this service was the 2K23. It was based on 
the design employed in the 2K29 and operated with a drift time of 13 cycles 
in the repeller space. A severe limitation on the performance was set by 
by the requirement that a single oscillator should cover the frequency range 
from 4275 to 4875 Mc/s. It isshownin Section X that in an oscillator tuned 
by changing the capacitance of the gap the efficiency will vary considerably 
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Fig. 99.—Variation of the peak power output vs frequency for the 2K23 reflex oscillator. 
This tube was designed for pulse operation with“a duty factor of 10 in a repeller mode 
having 3.5 x radians drift. 
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Fig. 100.—Modulator circuit for use in connection with reflex oscillators showing 
Sea applying pulse voltage to the repeller to reduce frequency modulation during 
over Sucha tuning range. In the case of the 2K23 the variation of the peak 
power output with frequency is shown in Fig. 99. The duty factor at which 
the tube was used (the ratio of the time between pulses to the pulse length) 
was 10. In the AN/TRC-6 application the tube was operated on a fixed 
current basis; i.e., the pulse amplitude was adjusted to a value such that 
the average current drawn was 15 ma. The schematic of the circuit em- 
ployed in pulsing oscillators in this way is shown in Fig. 100. The resonator 
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of the oscillator is operated at ground and the cathode of the oscillator 
is pulsed negative with respect to this ground. The repeller voltage is 
referenced from the cathode and this reference is maintained during the 
pulse. Some frequency modulation occurs during the rise and fall of the 
pulse because of the chenging electron velocity. This can be reduced in 
part by applying a part of the pulse in the repeller circuit proportioned 
in such a way as to tend to maintain the drift time independent of the 
cathode to resonator voltage. Satisfactory performance is achieved in 
this way. 

As mentioned levine, the intelligence is conveyed by pulse position 
modulation. The AN/TRC-6 system uses time division multiplex to provide 
eight communication channels. The multiplexing is achieved by trans- 
mitting a four micro-second marker pulse which provides a time reference 
followed by eight one micro-second pulses. The time of each of the latter 
pulses is independently varied in position with reference to the marker 
pulse. 

The time interval from the marker to each pulse could be measured to 
either the leading or trailing edge of the pulse. In Section XII it is shown 
that the leading edge of the rf. pulse will be subject to what is commonly 
called ‘“‘jitter’’ because of the random time of rise which will result if oscilla- 
tion starts from shot or Johnson noise. Conceivably oscillation might be 
started by shock excitation of the resonant circuit by the pulsed beam cur- 
rent. However, in Appendix X it is shown that the initial excitation pro- 
duced by shot noise in the beam exceeds that induced by the current tran- 
sient by a factor of approximately 100. The trailing edge of the pulse will 
not be subject to this form of jitter provided two conditions are met. First, 
the pulse duration must be long enough so that oscillation builds up to full . 
amplitude during the pulse. Second, the receiver must have a sufficient 
bandwidth so that the transient which occurs on reception of the leading 
edge has fallen to a small value by the time the trailing edge is received. 
Since these conditions were met in the eee 6 system, the trailing edge 
of the pulse was used. 

In the latter stages of the development of the AN/TRC-6 system it was 
decided to remove the restriction that the required tuning range should be 
covered with a single transmitter tube. This made possible the achievement 
of a design which would provide an improved performance throughout the 
band. In order to improve the circuit efficiency of the resonator, the new 
designs were based on the oscillator structure which was employed in the 
2K45. It has been pointed out previously that this makes possible a con- 
siderably higher resonant impedance of the cavity, partly because of the 
reduced gap capacitance and also because the smaller first and second grids 
reduce the resonator losses. These effects were reflected in, the higher 
efficiency obtained in the 2K54 and 2K55. 
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The three tubes, the 2K23, 2K54 and 2K55 were intended to couple to 
wave guide eircuits. Although direct coupling to the guide through a wave 
guide output would have been desirable in some ways, it would have re- 
sulted in a very large and awkward structure. It seemed best, therefore, to 
retain the coaxial output feature of tubes designed for beating oscillator 
service. From a standpoint of convenience, it would have been desirable 
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Fig. 101.—A transducer designed to adapt the 2K23, 2K54 and 2KS5 oscillators to a 
terminated wave guide load. If the back piston of this coupling is set at a distance of 
1.08” from the center of the probe the impedance presented to the oscillator line is 50 
ohms with a 1 db variation over the required frequency range. 


to have had the wave guide probe an integral part of the tube, as is the case 
in the 2K25. However, the length of a quarter wave probe at the operating 
wave lengths of the AN/TRC-6 system made such a design hazardous. 
Because of this a transducer was developed into which the tube could be 
plugged. This is shown in Fig. 101. The central chuck extends the center 
conductor of the output coaxial of the tube into the guide. It had been 


REFLEX OSCILLATORS 613 


originally intended to design this transducer so that all elements would be 
fixed. It was found, however, that an adjustable back piston setting per- 
mitted compensation for manufacturing tolerances in the tubes as well as 
permitting the presentation of a better impedance to the oscillator over the 
band than was attainable with a fixed transducer. This is illustrated in 
Fig. 102 which shows the power output versus frequency for a typical 2K 54 
and a typical 2K55 as a function of frequency for three cases. In one case, 
as shown by curve B, the power output is delivered at all frequencies into 
the optimum impedance, i.e. the impedance into which the oscillator will 
deliver maximum power. Curve A shows the power output delivered into 
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Fig. 102.—Peak power output vs frequency for the 2K 54 and 2K55 oscillators for sev- 
eral load conditions. Curves A give the performance obtained when the tubes operate 
into a characteristic admittance load threugh the coupling of Fig. 101 with the end plate 
fixed so that the admittance presented to the tubes is constant to within 1 db over the 
frequency range. Curves B give the performance obtained when the optimum impedance 
is presented to the oscillators throughout the band. Curves C give the performance ob- 
tained when the tubes are coupled to a characteristic admittance load with the coupling 
unit of Fig. 101 and with a back piston adjusted to the best value at each frequency. 


a transducer which has the back piston fixed at a distance from the probe, 
so chosen that the impedance seen by the oscillator is flat over the band to 
within 1 db. Curve C shows the power output when the back piston of the 
transducer is adjusted so that the tube delivers maximum power. It can 
be seen that the performance obtained under the latter circumstances is very 
nearly as good as that obtained when the optimum impedance is presented 
to the oscillator. 

From Sections III and [X we would expect that, since the coupling system 
is such as to give maximum power throughout the band, the sink margin 
should be slightly greater than 2. Figures 103 to 106 give impedance per- 
formance diagrams for 2K54 and 2K55 at the four transmitting frequencies 
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of the AN/TRC-6 system. From this it can be seen that the sink margin is 
approximately 2 at all frequencies. In a transmitter tube another factor, 
which is of small importance in a beating oscillator, becomes of interest. 
This factor is the pulling figure, which is defined as the maximum frequency 






~~~ FREQUENCY 
POWER 








Q 
MOK 


Fig. 103.—Rieke diagram for the 2K54 at a nominal frequency of 4500 megacycles. 
The point at the unity vswr condition is obtained by adjusting the repeller voltage and the 
back piston of the coupling of Fig. 101. to the values which gave maximum power. These 
conditions were then held fixed for the remainder of the chart. oe 





excursion which will be produced when a VSWR of 3 dé is presented to the 
transmitter and the phase is varied over 180°. Fig. 107 gives the pulling 
figure as a function of frequency for the 2K54 and 2K55. The requirements 
on the pulling figure for the 2K54 and 2K55 were not severe, since in the 
AN/TRC-6 system the tube is coupled to the antenna by a very short wave 
guide run and, furthermore, the antennas are fixed. 
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Investigation of the pulling figure of early models of the 2K55 led, how- 
ever, to the disclosure of one unforeseen pitfall arising from the existence of 
electronic hysteresis. It had at first been considered that electronic hystere- 
sis would not be of importance in the transmitter tube, where the feature of 
electronic tuning was of noimportance. This might be true in a CW oscilla- 


mmm FREQUENCY 





Fig. 104.—Rieke diagram for the 2K54 oscillator at a nominal frequency of 4350 
megacycles. The unity tswr point was obtained as described in Fig. 103. 


tor, but in a pulsed oscillator the existence of hysteresis resulted in an un- 
foreseen reduction of the sink margin. Since the oscillator is being pulsed, 
for each pulse the oscillating conditions are being re-established. Although 
the cathode-repeller voltage need not vary during the pulsing, the fact that 
the cathode-resonator voltage is being changed means that for each pulse 
the drift angle in the repeller space varies on the rise and fall of the pulse. 
The effect during the rise of the pulse is the same as though the repeller 
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voltage were made less negative. In other words, on the rise of each pulse 
the situation is equivalent to that in a CTV oscillator when, for a fixed 
resonator voltage, one starts with a repeller voltage too negative to permit 
oscillation and then reduces the repeller voltage until oscillation occurs. 
Let us now suppose that the hysteresis is such that under these circumstances 
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Fig. 105.—Rieke diagram for the 2K55 oscillator at a nominal frequency of 4800 mega- 
cycles. The unity vswr point was obtained as described in Fig. 103. 





’ the. amplitude of oscillation would suddenly jump to a large value. We 
would then obtain a variation of peak power output as a function of the 
repeller voltage shown in Fig. 108. Ordinarily, the repeller voltage would 
be adjusted so as to obtain maxmum power output as, for example, with 
the repeller voltage Vz. Next, let us suppose that a variable impedance 
is presented to the oscillator with the repeller voltage held fixed at value 
Vm, as would be done, for example, in obtaining an impedance performance 
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Fig. 106.—Rieke diagram for the 2K55 oscillator at a nominal frequency of 4650 mega- 
cycles. The unity vswr point was obtained as described in Fig. 103. 
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Fig. 107.—Pulling figures for the 2K 54 and 2K55 reflex oscillators as functions of fre- 
quency. With a unity vswr load the repeller voltage and back piston of the coupling of 
Fig. 101 were adjusted for a maximum power and held fixed for the pulling figure meas- 
urements. 
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Fig. 108.—The variation of power output with repeller voltage for a pulsed re ‘ex 
oscillator exhibiting hysteresis. 
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Fig. 109.—The effect of hysteresis on the Rieke diagram of a pulsed reflex oscillator. 
The hysteresis shown in Fig. 108 can result in failure of a pulsed oscillator to operate in 
the lightly shaded portion of the Rieke diagram as well as the heavily shaded portion 
corresponding to the normal sink. 
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diagram. The effect of varying the impedance on the repeller characteristic 
in Fig. 108 is to shift the whole characteristic to the right or left, depending 
upon the phase of the impedance, as well as to change its general form as 
shown by the dotted curve. It can be seen from this that if the hysteresis 
is sufficiently bad and if the pulling figure exceeds a particular value, one 
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Fig. 110.—Performance characteristics of the 2K22 operated into a 50 ohm load. 


effect of the hysteresis will be to reduce the sink margin, and this is found 
tobe thecase. Fig. 109 shows an impedance performance diagram obtained 
with pulsed operation for an early model of the 2K55 in which the hysteresis 
was excessive. From this it can be seen that the area of the sink on the 
diagram is very greatly increased and also that the sink margin is reduced 
from the theoretical value of somewhat in excess of 2 to a value of less than 
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1.1 although maximum power occurs at unity VSWR. A modification in 
the design reduced the hysteresis and eliminated this effect as shown by 
Figs. 103 to 106. 

In addition to the transmitter tube for the AN/TRC-6 system, it was 
necessary to design a beating oscillator. This tube is known as the Western 
Electric 2K22. Its design was scaled from the 2K29, previously described. 
The tube was designed to operate into a 50 ohm impedance and can be 
coupled by a coaxial adapter to a 50 ohm line or by means of the transducer 
of Fig. 101 toa wave guide. When the back piston of the transducer is set 
at a distance of 1.080” from the probe center, the impedance presented to 
the oscillator is 50 ohms with approximately a 1 db variation over the 
frequency range. Fig. 110 gives the performance characteristics of the 
2K22 operating into a 50 ohm load. The AN/TRC-6 system using these 
tubes provided a military communication system during the war. A 
description of this service has been given.” Also, models of the AN/TRC-6 
system have been put into service to provide telephone communication be- 
tween Cape Cod and Nantucket and also between San Francisco and 
Catalina Island. 


J. Scope of Oscillator Development at the Bell Telephone Laboratories 


The reflex oscillators discussed in the foregoing sections were developed 
primarily for beating oscillator service, and in one instance for a transmitter. 
Refex oscillators also received wide application in test equipment. The 
best-known application of this type was in the spectrum analyzer, in which 
the electronic tuning characteristic of the oscillators made possible the dis- 
play of output spectra, and especially of the spectra of magnetron oscillators, 
on an oscilloscope. This greatly facilitated the development of the mag- 
netron. ‘The reflex oscillator also was widely used as a signal generator, and 
the ease of frequency adjustment particularly suited it to this application. 
In some signal generators it was desired to pulse the reflex oscillator at low 
power levels. As an alternative to the method previously described, in 
which the voltage between the cathode and resonator was pulsed, it is 
possible to leave this voltage fixed and to pulse the voltage between the 
repeller and cathode. In this case the repeller-cathode voltage is set at a 
base value at which the tube will not oscillate and the pulse varies this 
voltage to the oscillating value. . 

The oscillators which have been described have been chosen to indicate 
various features of their development. In addition to these, a number of 
other oscillators were developed to meet various service needs. Figure 111 
shows a chart giving the frequency ranges of these tubes. Of the eleven 
beating oscillators of the reflex oscillator type on the Army-Navy preferred 
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OSCILLATORS BY CODE NUMBERS 


Fig. 111.—Reflex oscillators developed at the Bell Telephone Laboratories. The 
boxes around the tube numbers show the frequency range covered. 
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list of electron tubes for 1945, nine were developed at the Bell Telephone 
Laboratories. 


APPENDIX I 


RESONATORS 


In thinking about resonators it is important in order to avoid confusion 
to keep a few fundamental ideas in mind. One of the most important is 
that we must not use the notion of scalar potential in connection with fluc- 
tuating magnetic fields. Electric fields produced by fluctuating magnetic — 
fields cannot be derived from a scalar potential, and in the presence of such 
fields to speak about the potential at a point is hopelessly confusing.” 

The idea of voltage as the line integral of electric field along a given path 
between two points is useful, but it must be remembered that the voltage 
depends on the path chosen. Consider, for instance, an ordinary 60-cycle 
transformer with the secondary wound of copper tubing. For a path from 
one secondary terminal to the other through the center of the tubing the 
voltage (integral of field times distance) is zero. For a path between ter- 
minals outside of core and coil, the voltage between terminals is dy/dt, 
where y is the magnetic flux linkage of the path and the coil, counting each 
line of force as many times as the path encircles it. 

If resistance drop is neglected the work done in moving a charge through 
a conductor is zero. The line integral of an electric field around a closed 
path is d/dt. If part of the path is through a conductor, or through a 
space where there is no electric field, the voltage along the rest of the path 
(as between portions of the conductor) isdy/dt. For paths linking different 
amounts of flux, the voltage will be different. In the case of low frequency 
transformers, all paths linking the terminals and lying outside of the core 
and coil link practically the same amount of flux, and there is little am- 
biguity about the voltage. In reflex oscillators the electrons travel from 
one field free region to another along a certain path and this determines 
the path along which the voltage should be evaluated. 

To review: the voltage between two points is the integral of the field along 
the path times distance, and refers to a certain path. If the path begins 
and ends in a field free region, the voltage is dy/di, where y is the magnetic 
flux linking the chosen path and a return path through the field free region. 

To this should be added that high frequency currents and fields penetrate 
the surface of metals only a fraction of a thousandth of an inch in the 
centimeter range,” so that the interior of a conductor is field free, and fields 
inside of a metal enclosed space cannot produce fields outside of that space. 


16 The electric field can, of course, be derived from a scalar and a vector potential. 
17 As an example, for copper the field is reduced to (1/2.72) of its value at the surface 
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In considering resonators we should further note that the magnetic flux 
must be produced by a flow of current, either convection current or dis- 
placement current, around the lines of force. In a transformer this can be 
identified as the current flowing in the coils. In the resonators used in 
reflex oscillators it is the current flowing in the walls and, as displacement 
current, across the gap and from one face of the resonator to the other. 

Two axially symmetrical resonators suitable for use in reflex oscillators 
are shown schematically in Figs. 112 and 113. The resonator in Fig. 112 . 
has grids and might be used with a broad unfocused electron beam at a low 
d-c voltage; that shown in 113 has open apertures and might be used with a 


COAXIAL LINE 


Fig. 112.—An oscillator cavity with grids and loop coupling to a coaxial] line. 


IG 


IRIS WAVE-GUIDE 





Vig. 113.—An oscillator cayity without grids and with iris coupling to a wave guide. 


focused high voltage electron beam. In Fig. 112, the resonator is coupled 
to a coaxial line by means of a coupling loop or coil; in Fig. 113 the resonator 
is coupled to a wave guide by means of a small aperture or “iris.” 

Let us consider the resonator of Fig. 112 in the light of what we have just 
said. A magnetic field flows around the axis inside of the resonator. There 
is an electric field between the top and bottom inside surfaces of the resona- 





at a depth. 
5 = 3.82 X 10°V) | (a1) 


Here ) is wavelength in centimeters. It may also be convenient to note that the surface 
resistivity of a centimeter square of resonator surface is, for copper, 


= .045/Vx (a2) 

This means that if a current of I amperes flows on a surface over a width W and a length 
1, the power dissipation is 

P = PRI/W (a3) 

For other non-magnetic metals, both 6 and XR are proportional to the square root of the . 

resistivity with respect to that of copper. 
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tor. There is no electric field outside of the resonator (except a very little 
that leaks out near the grids). To take a charge from one grid to another 
outside of the resonator requires no work. Thus the voltage across the gap 
is dy/dt, where y is the magnetic flux around the axis. Actually, there 
is. a little magnetic flux between the grids, and hence the voltage near the 
edges of the grids is a little less than that at the center. 

Current flows as a displacement current between the grids, and as con- 
vection current radially out around, and back along the inside of the resona- 
tor to the other grid. This current flow produces the magnetic field that 
links the axis. 

Part of the magnetic flux links the coupling loop. If this part is ¥¢ and 
if the coupling loop is open-circuited, the voltage across the coupling loop 
will be dye/dt. 





Fig. 114.—Equivalent circuit for a resonator having 3 modes of resonance. 


In the resonator of Fig. 113, power leaks out through the iris into the wave 
guide. Part of the wall current in the resonator flows out through the hole 
into the guide; part of the magnetic flux in the resonator leaks out into the 
guide. 

In dealing with resonators as resonant circuits of reflex oscillators, to 
which the electron stream and the load are coupled, we are interested in 
the gap and output impedances. For a clear and exact treatment, the 
reader is referred to a paper by Schelkunoff.’* No exhaustive treatment 
of the problem will be given here, but a few important general results will 
be given. 

If the resonator is lossless, the impedance looking into the loop may be 
represented exactly by an equivalent circuit indicated in Fig. 114. As 
coils used at low frequencies are really not simply ideal “inductances,” 
(an idealized concept), but have many resonances (ascribed to distributed 
capacitance), so the resonator has many, in fact, an infinity of resonances. 
In the equivalent circuit shown in Fig. 114, only 3 of these are represented, 


18S. A. Schelkunoff, Representation of Impedance Functions in Terms of Resonant 
Frequencies, Proc. I.R.E., 32, 2, pp. 83-90, Feb., 1944. 
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by the inductances Z,, Lz, Lz and the capacitances C,, C2, C3. These 
resonant circuits are coupled to the terminals by mutual inductances m , 
m2 ,m3. In series with these appears the inductance measured at very low 
frequencies Lo, the self inductance of the coupling loop. The circuit in 
Fig. 114 may be regarded as a symbolic representation to be used in evaluat- 
. ing Z, just as a mathematical expression may be a symbolic representation 
of the value of an impedance. 

In practical cases, the resonances are usually considerably separated in 
frequency, and near a desired resonance the effect of others may be neglected. 
In addition, if the Q is high we may add a conductance Gz across the capaci- 
tance to represent resonator losses (Fig. 115). It would be equally legiti- 
mate to add a resistance in series with L. In Fig. 115 a load impedance 
Z, has been added. Fig. 115 is a very accurate representation of a slightly 
lossy resonator, a low loss coupling loop, and a load impedance. The 


GAP 


Fig. 115.—Equivalent circuit showing connection between the oscillator gap regarded 
as one pair of terminals and the oscillator load for an oscillator resonator having only one 
resonant frequency near the frequency of operation. 


meaning of L and C will be made clearer a little later. We will now clarify 
the meaning of m. Suppose no current flows in the coupling loop (Z = ). 
Let the peak gap voltage be V. The peak voltage across m will be 


Vin = mV /L (a4) 


In a resonator, if a peak voltage V across the gap produces a peak flux Yn 
linking the coupling loop when no current flows in the coupling loop, then 


Vis as dm / dt = mV/L (a5) 


This defines m in terms of magnetic field, and L. 

Figure 115 is also a quite accurate representation of Fig. 113. In this 
case the ‘‘terminals’”’ are taken as located at the end of the wave guide. 
Lois the inductance of the iris, which will vary with frequency. 

When we are interested in the impedance at the gap as a function of fre- 
quency, we may equally well use the equivalent circuit of Fig. 116. Here 
G, represents conductance due to load; Gz represents conductance due to 
resonator loss. The total conductance, called Ge, is 


Ge = Gret+G, (a6) 
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The circuit of Fig. 116 does not tell us how G, varies with variation in load 
impedance Z,. Further, L and C in this circuit are changed in changing 
Z,, and include a contribution from the inductance of the coupling loop 
(which should not be very large). 





Fig. 116.—A simplified equivalent circuit of an oscillator resonator. 


Several resonator parameters are vitally important in discussing reflex 
oscillators. These will be discussed referring to Fig. 116. G, and Gr 
have already been defined. The resonant radian frequency wo is of course 


me(Loy (a7) 
A very important quantity will be called the characteristic admittance M 
M = (C/L)"” (a8) 


This quantity is important because at a frequency Aw off resonance the 
admittance of the circuit is very nearly 


VY =G+ j2MAw/wo 


(a9) 
Aw = w — oo 
The “‘loaded”’ Q of the circuit will be referred to merely as Q and is 
QO = M/Ge (a10) 
The unloaded Q is 
Qo = M/Gr (a11) 
A quantity which may be called the ‘external Q”’ is 
° Or = M/G, (a12) 
We see 
1/Q0 + 1/Qz = 1/2 (a13) 


The energy stored in the magnetic field at zero voltage across the resonator, 
and the energy stored in the electric field at the voltage maximum are both 


W,. = (1/2)V’C (a14) 
= (1/2) VM /o (a15) 
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Here V is the peak gap voltage. Expressions (a14) and (a15) are valuable 
in making resonator calculations from exact or approximate field distribu- 
tions. They define C, L and M in terms of electric and magnetic field. 
The energy dissipated per cycle is 


Wi = rV'C/a (a16) 
Hence, we might have written Q as 
O = 2nW./W1 (a17) 


This is one popular definition of Q. 

In (a8)—(a17) we usually assume that there is no appreciable energy 
stored in the load or the field of the coupling loop, so that M is considered 
as unaffected by load. The effect of “high Q’ loads with considerable 
energy storage is considered in a somewhat different manner in Sec. IXB. 

It must be emphasized that the expressions given above are valid for 
high Q circuits only (a Q of 50 is high in this sense). Expression (a17) is 
often used as a general definition of Q, but it is not complete without an 
additional definition of the meaning of resonance in a low Q circuit with 
many modes. Schelkunoff uses another definition of Q@. Unforced oscilla- 
tions in a damped circuit can be represented as a combination of several 
terms 


Vyer"* +e Voe??* + ..-- (a18) 
pr = art jor (a19) 

Schelkunoff takes the Q of the 2th mode as 
Qn = Wn/ On (a20) 


This is at least a consistent and complete definition. The reader can easily 
see that it accords with the definitions given for high Q’s in connection 
with the circuit of Fig. 116. 

Sometimes there may be a complicated circuit between the gap and a 
co.xial line or wave guide. In this case, the circuits intervening between 
th> gap and the line can be regarded as a 4 terminal transducer (Fig. 117). 
The constants of this transducer will vary with frequency. No further 
consideration of this generalized treatment will be given, as it is well covered 
in books on network theory. A particular representation of the transducer 
will be pointed out, however. If the impedance in the line is referred to a 
special point, one parameter can be eliminated, giving the equivalent circuit 
shown in Fig. 118. If the gap is short-circuited, the impedance is zero 
and the impedance at the special point to be chosen on the line is R; the 
special point may be chosen as the potential minimum with the gap shorted. 
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N, the voltage ratio of a perfect transformer, is usually complex. The 
impedance ratio NN* is real. If we are not interested in the relation of 
output phase to gap phase, we may disregard the phase angle of V, and 
deal only with the impedance ratio, the absolute value of V squared, which 
we will call VW’. Thus, using this equivalent circuit and disregarding the 
phase of NV we can for our purposes reduce the number of independent 
parameters from the usual 6 for a passive 4 terminal network to 4, 
VY(= G+ jB), N’ and R. This reduction can greatly simplify the algebra 
and arithmetic of microwave problems. The circuit of Fig. 118 has an 
additional advantage; if we choose our impedance reference point on the 
output line or guide to be the suitable point nearest to the actual output 


LINE OR 
GAP |TRANSDUCER| wave-GUIDE 


Fig. 117.—A 4-terminal transducer is the most general connection between the oscilla 
tor gap and a line or wave guide. 






SPECIAL POINT 
ALONG LINE 





Fig. 118.—One circuit which will represent all the properties of a general 4-terminal 
transducer. This circuit consists of an admittance Y shunting the gap, a perfect trans- 
former of complex ratio NV and a series resistance R. 


loop or iris, the circuit represents fairly accurately the frequency dependence 
of the output impedance if we merely take Y as 


VY = Get jw(C — 1/wL) (a21) 
Near resonance we may use the simpler form. — 
Y = Get j2MAw/w . (a22) 


Something has already been said in a general way about the evaluation of 
Land C in terms of the electric and magnetic field distribution in a resonator. 
It is completely outside of the scope of this paper to consider this subject 
at any length; the reader is referred to various books.’ The discon- 
tinuity calculations of Whinnery and Jamieson™ are also of great value. in 

18 Electromagnetic Waves, S. A. Schelkunoff, Van Nostrand, 1943. 

20 Fields & Waves in Modern Radio, Ramo & Whinnery, Wiley, 1944. 

21 Microwave Transmission Data, Sperry Gyroscope Company, 1944. 


22, J. R. Whinnery and H. W. Jamieson, Equivalent Circuits for Discontinuities in 
Transmission Lines, Proc. I.R.E., 32, 2, pp. 99-114. 
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making resonator calculations. ‘hese can be profitably combined with 
disk transmission line formulae.” ” . 

The writers would like to point out that in the present state of the art 
the testing of resonator calculations by models is important. Models 
need not be made of the size finally desired. If all dimensions are made NV 
times as large, the wavelength will be NV times as great. The characteristic 
admittance M will be unchanged. If the material is the same, and the 
surface is smooth and homogeneous, Q and 1/Gz, the shunt resonant 
resistance, will be ~/W times as great. 

It is perhaps a needless caution to say that the accuracy of a method of 
resonator calculation cannot be judged by its mathematical complexity or 
the difficulty of using it. Methods of calculation which are simple and 
may seem to make unduly broad approximations are sometimes better 
founded than appears on the surface, and complicated methods, exact if 
carried far enough, may be so unsuited to the problem as to give very bad 
answers if used in obtaining approximate values. 


APPENDIX II 


MopvuLaTION COEFFICIENT 


In this appendix the effects of space charge are neglected. 

The modulation coefficient 8 is defined as the peak energy in electron volts 
an electron can gain in passing through the field of a gap divided by the 
peak r-f voltage across the gap. If an electron were transported across the 
gap very quickly when the r-f voltage was at a maximum the energy in 
electron volts gained by the electron would be equal to the peak r-f voltage. 
Thus, the modulation coefficient can also be defined as the ratio of the peak 
energy actually gained to the energy which would be gained in a very..quick 
transit at the time of maximum voltage. . 

In this appendix modulation coefficient will be considered only for r-f 
voltages small compared with the d-c accelerating voltage. 

If an electron gains an energy B times the r-f voltage V across the gap, 
the work done on it is BeV electron volts. By the conservation of energy, 
an induced current must flow between the electrodes of the gap, transferring 
a charge-Be against the voltage V and hence taking an amount of energy 
BeV from the circuit. Pursuing this argument we see that the modulation 
coefficient 6 times the electron convection current in the beam, gq, gives the 
current induced in the gap by electron flow. Ina circuit sense, there is fed 
into the gap, as from an infinite impedance source, an induced current 
Bq. 

We will assume that the gap involves a region in which the field along the 
electron path rises from zero and falls to zero again. This region is assumed 
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to be small compared with a w avelengtl and to have little a-c magnetic 
field in it, so that we can pretty accurately represent the field in this re- 
stricted region as the gradient of a potential. Along the path the potential 
is taken as the real part of 


V(x)er (b1) 


For small gap voltages, to first order, the time that an electron reaches a 
given position may be taken as unaffected by the signal, so that 


t = x/uo + to (62) 
Then the gradient along the path is | 
7 ee 
OV _ Real V!(x)eieriuotate), (b3) 


The change in momentum in passing through the field may be obtained by 
integrating the force on an electron times the time through the field. Let 
points a and 6 be ‘in the field-free region to the left and right of the gap. 
Then we have 


: b 
A(z) = Real 7 l V" (wei erivotwte) dry (b4) 
A(%) = Real —— ” “f V' (xe dex (b5) 
7 = ee (b6) 


The integral will be a complex quantity. The exponential factor involving 
the starting time fp will rotate this. A(%) will have a maximum value when 
the rotation causes the vector to lie along the real axis, and this maximum 
value is thus the absolute value of the integral. Hence 


b * 
A(%) max = 2) J V' (xe dx |. (b7) 





For a-c voltages small compared with the voltage specifying the speed 
uo, the energy change is proportional to the momentum change. For an 
electron transported instantly from one side of the gap to the other, the 
“momentum change can be obtained by setting y = 0. 


b 
Agi, = 2 [ V(x) ds 
(b8) 
=y, 


Uo 
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Here V is the voltage between a and 6. Hence, the modulation coefficient 
6 is given for small signals by 





B = (1/V) | l V'(x)e?”* dx (b9) 
V = V(b) — V(a) (b10) 

YS w/ Uo ; (611) 

uo = V2nVo (b12) 


Thus wp is the electron velocity. 
It is sometimes convenient to integrate by parts, giving the mathematical 
expression for 6 a different form 


= a7) | oe 





=i ; 
—~—] V’(aje’™ dx 
aes (a)e’™ 





as V'(x) is zero at a and b 


= wy |* [veer al. (b13) 





An interesting and important case is that of a uniform field between 
grids. Let the first grid be at « = 0 and the second at « = d. There isan 
abrupt transition to a gradient V/d at x = O, and another abrupt transition 
to zero gradient at x = d. Thus, the integral (b13) is reduced to these two 
contributions, and we obtain 


B = (1/V) IF ( — ) 


This is easily seen to be 

6 = sin (y d/2)/( d/2) (b14) 
This function, the modulation coefficient for fine parallel grids, is plotted in 
Fig. 119. 

Sometimes apertures, as, circular apertures, or long narrow slits are used _ 
without grids. There are important relations between the modulation 
coefficient for a path on the axis and one parallel to the axis for such systems.”* 

In a two-dimensional gap system with axial symmetry, if the modulation 
coefficient for a path along the axis is 8), the modulation coefficient for a 
path y away from the axis is 


By = 2o cosh yy (b15) 


23 These relations first came to the attention of the writers through unpublished work of 
D. P. R. Petrie, C. Strachey and P. J. Wallis of Standard Telephones and Cables. 


(b14) 
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In an axially symmetrical electrode system, if the modulation coefficient 
on the axis is 8) , the modulation coefficient at a radius r is 


Br = Bo Io (yr) (b16) 


Here J is a modified Bessel function. 
It is easy to see why (b15) and (b16) must beso. The field in the gap can 
be resolved by means of a Fourier integral into components which vary 
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Fig. 119.—Modulation coefficient for fine parallel grids vs transit angle across the gap in 
radians. 


= | sin (yd/2)/(yd/2) |, -¥ = w/t = 3170/AV Vo. 


sinusoidally along the axis and as the hyperbolic cosine (in the two-dimen- 
sional case) of the same argument normal to the axis or as the modified 
Bessel function (in the axially symmetrical case) of the same argument 
radially. ‘When the integration of (b9) is carried out, only that portion of 
the Fourier integral representation for which the argument is yx con- 
tributes to the result, and as that part contains as a factor cosh yx or 
Io(yx) (b15) and (b16) are established. 

The simple theory of velocity modulation presented in Appendix II 
makes no provision for variation of modulation coefficient across the beam. 
If we confine ourselves to very small signals, we find that the factor which 
appears is 6’. We may distinguish two cases: If the distance from the axis 
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of symmetry were the same for both transits of the electron, we would do 
well to average 6’. If the electrons got thoroughly mixed up in position 
between their two transits, we would do well to average 6 and then square 
the average. We will present both average and r.m.s. values of 8. The 
averaged value of 8 will be denoted as 8. , the r.m.s. value as 8; ; the value 
on the axis will be called Bo. 

From (b15) and (b16) we obtain by simple averaging for the two dimen 
sional case, 








Be = Bo = (b17) 
‘ } 
aos as| j (aay + 1) (b18) 
and for an axially symmetrical case 
Ba = Bo2li(yr)/(yr) (b19) 
me Bs = Bollo(yr) — Tir)" (b20) 


It is convenient to rewrite these in a slightly different form, using (b15) 
and (b16). 


Ba = By (tanh yy/yy) (b21) 

_ sinh 2yy + 2vy : 
Besant | ssareat Dy + 5 | Dee 
Ba = Br2Li(yr)/(yr)Lo(vr) (b23) 
B. = BAL — Tilyr)/Ton))” (b24) 


Now consider two similar cases: two pairs of parallel semi-infinite plates 
with a very narrow gap between them, and two semi-infinite tubes of the 
same diameter, on the same axis and with a very narrow gap between them 
(see Fig. 120). For electrons traveling very near the conducting surface, 
V’ is zero Save over a very short range at the gap, and the modulation coefh- 
clent is unity. Thus, by putting 8, = 6, = 1, we can use expressions 
(b15)—(b24) directly to evaluate 8, , 8; and B» for the configurations de- 
scribed. These quantities are shown in Figs. 121 and 122. 

Suppose, now, that the gap between the plates or tubes is not very small. 
In this case, we need to know the variation of potential with distance 
across the space d long which separates the edges of the gap in order to get 
the modulation coefficient at the very edge of the gap, B, or B, . 

If the tubing or plates surrounding the gap are thick, we might reasonably 
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Fig. 121.—Modulation coefficient for two semi-infinite pairs of parallel planes with the 
edges very very close together, plotted vs the half distance between planes in radians. 
Bo is the modulation coefficient for electrons travelling along the axis. Ba is the average 
modulation coefficient and @, is the r.m.s. modulation coefficient. The separation of the 
planes is 2y, 8) = 1/ cosh yy, 


sinh 2yy + 2y 3 


2yy(cosh 2yy + 1) 


assume a linear variation of potential with distance in the space between 
them. In this case, (b9) gives 


By or By = Fi(yd) = sin (yd/2)/(yd/2) —— (b25) 


This is the same function shown in Fig. 119. 
If the tube wall or plates are very thin, one may, following Petrie, Strachey 
and Wallis assume a potential variation between the edges: of the gap of 
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Fig. 122.—Modulation coefficient for two semi-infinite tubes separated by a very small 
distance, plotted vs the radius of the tube in radians. is the modulation coefficient on 
the axis, Ba is the average modulation coefficient and 8, is the root mean square modulation 
coefficient. 7 is the radius of the cylinders. 


Bo = 1/To(yr), Ba = 21i(yr)/yrIe(yr), 
Be = [1 — 1i(yr)/To(vr) 


the form 
eee ea be (b26) 
- v d 
In this case, (b9) gives 
By or B, = F(yd) = Jo(yd/2) (b27) 


Both Fi(yd) and F2(yd) are plotted vs. yd in Fig. 123. 

Figures 121, 122 and 123 cover fairly completely the case of slits and 
holes. The same methods may be used to advantage in making an ap- 
proximate calculation taking into account the effect of grid piteh and wire 
size on modulation coefficient. 

Assume we have a pair of lined up grids, as shown in Fig. 124. Approxi- 
mately, the potential near the left one is given as 


V =Via/2 + (aV;/47) In 2 (cosh si — cos 2 .  (b28) 
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Fig. 123. the planes or tubes considered in Figs. 121 and 122 are separated by ap- 
preciable distance, the modulation coefficients given in those figures must be multiplied 
by a factor F(yd). In this figure, the multiplying factor is evaluated and plotted vs the 
separation in radians for two aca ey ioe the gap has very blunt edges (Fi(y d)) 
and that the gap has very sharp edges (F2(v d)). 


This is zero far to the left and Vis far to the right. This expression is 
useful only when the wire radius r is quite small compared with the separa- 
tion a. Midway between wires, 


V = Vix/2 + (a Vi/2m) In 2 cosh =| (b29) 


‘= (Vin/2a) sech* = (630) 


If we use (b30) for each grid, the values of V” for the two grids will overlap 
somewhat. However, let us neglect this overlap, apply (b30) at each grid, 
and using (b13), integrate for each grid from — © to + ©, giving 


Bo = (1/V)(Vin/ya) [1 —6*|| | sech? = &™ de 








ey (b31) 


= ffsin (yd/2)/(yd/2)\Govay 
where ay 
f = Vi/(V/d) (b32) 
Galva) = 4} | 72 ech? du| = (ya/2)/sinh (ya/2) (b33) 
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Fig. 124.—A gap consisting of lined up grids. 
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Fig. 125.—A factor used in obtaining the modulation coefficient of lined up grids vs 
the wire spacing in radians. 1 is the fraction open. The curve for n = 1 also applies 
approximately for a mesh grid. ; ; Tad 


Suppose we average over the open space of the grid. If the grid is a frac- 
tion 2 open, from (b17) we see that the average over the open space will be 
obtained by substituting for Go a quantity G(ya, ) given by 


Gyan) = {sinh (wya/2)/(wya/2)}Go(ya) (b34) 


In Fig. 125, G(ya,n) is plotted vs. ya for n = 1, .9,.8. This about covers 
the useful range of values. It should be positively noted that the average 
is over the open area of the grid and applies to current getting through. 

It remains to evaluate the factor f. Suppose x = 0. At the surface of 
the grid wire, y = r, the radius of the wire, . . 


6V = (Vi a/4a) In 2 (1 — cos *) | = (Vi a/27) In 2 sin =| 
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As we have already assumed r is small, we may as well write 


iV = (Vi0/2n)23 low (4. ) (b35) 
2ar 
This emphasizes the sign of 6 V. 

According to (b28), the grid plane appears from a distance to be at zero 
potential. Thus, 


Vid -26V=V (b36) 
and from (b32) 
f = {1+ (a/x d) 2.3 login (a/2mr)}~" (b37) 


If we go back over our results, we have for lined-up singly-wound grids, 
from (b31), (b34) and (b37), the average modulation coefficient 


Ba = f{sin (ya/2)/(ya/2)}G(ya,n) (b38) 


The quantity sin (ya/2) can be obtained from Fig. 119, G(ya,n) is plotted 
in Fig. 125, and f can be calculated from (b37) above. 

-It must be emphasized again that these expressions are good only for 
very fine wires (r <a), and get worse the closer the spacing compared 
with the wire separation. It is also important to note that G(ya,n) indi- 
cates little reduction of 62 even for quite wide wire separation. Now yd 
will be less than 27, as 8. = Oatyd = 27. As aapproaches d in magnitude, 
the assumptions underlying the analysis, in which the integration around 
each grid was carried from — © to %, become invalid and the analysis is 
not to be trusted. 

It is very important to bear one point in mind. If we design a resonator 
assuming parallel conducting planes a distance L apart at the gap, and then 
desire to replace these planes with grids without altering the resonant fre- 
quency, we should space the grids not Z apart but 


d =fL , (b39) 


apart to get the same capacitance and hence the same resonant frequency. 
Mesh grids are sometimes used. To get a rough idea of what is expected, . 
we may assume the potential about a grid to be 


V = Vis/2 + (aVi/8n) In E (con aoe a) 
an eo ue. Ne ad (b40) 
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Here the grid is assumed to lie in the y, z, plane. This gives a mesh of wires 
about squares a on a side, the wires bulging at the intersections. We take 
r to be the wire radius midway between intersections. | 

We see that Bo will be the same in this case as in the case of a parallel wire 
grid. Thus the added wires, which intercept electrons, haven’t helped us 
as far as this part of the expression goes. 

As a further approximation, an averaging will be carried out as if the 
apertures had axial symmetry. Averaging will be carried out to a radius 
giving a circle of area a’. The steps will not be indicated. 

Further a factor analogous to f will be worked out. Again, the steps 
will not be indicated. The results are 


Be = gfsin (yd/2)/Crd/2)}Gulya) (b41) 


Gilya) = 2Ni(ya/Wx)/(ya/-V2) Goya) (b42) 
g = 1+ (.365 a/d) (logio (a/mr) — .69) (b43) 


The quantity G,(y7,@) is plotted in Fig. 125 for comparison with the parallel 
wire case. It should be emphasized that these expressions assume r <a, 
and that G;(ya) is really only an estimate based on a doubtful approximation. 
The indications are, however, that the only beneficial affect of going from a 
parallel wire grid to a mesh with the same wire spacing lies in a small de- 
crease in 6V (a small increase in the mu of the grid), while by doubling the 
number of wires in the parallel wire grid, a can be halved, both raising mu 
and increasing G(ya,2). 


APPENDIX III 


APPROXIMATE TREATMENT OF BUNCHING 


We assume” that the conditions are as shown in Fig. 126 where the elec- 
tron energy on first entering the gap is specified by the potential Vo. Across 
the gap there exists a radio frequency voltage, V sin wt. The ratio 
of the energy gained by the electron in crossing the gap to the energy 
which it would gain if the transit time across the gap were zero is 
called the modulation coefficient and is denoted by a factor, 8. We assume 
that the modulation coefficient is the same for all electrons. We also neg- 
lect the effects of space charge throughout. After leaving the gap the 
Viet Vo 

l 


*4 This analysis follows the method given by Webster, J. App. Phys. 10, July 1939, pp. 
501-508. 


electrons enter an electrostatic retarding field of strength Ky) = 
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such that the stream flow is reversed and caused to retraverse the gap. 
The round trip transit time, 7, , in the retarding field when a signal exists 
across the gap is then given by 


_ 2V2n(Vo + BV sin aly) (ct) 
7 no 


where 7 = < x 10° = 1.77 X 10” in practical units and & is the time of 
first entry of the gap. The time of return to the gap will be 
b= kh + Ta (c2) 


More accurately t; and 4: are measured from the central plane of the gap in 
which case a second term should be added to (c1) corresponding to motion at 
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Fig. 126.—Diagram of a reflex oscillator showing quantities used in the treatment ot 
bunching. 


constant velocity. This term is, however, very small and will be neglected 
here. If 7% is the current returning to the gap and J) the uniform current 
entering the gap on its first transit, then from conservation of charge one may 
write 


Io dt, a 12 dts . (c3) 


In what follows it will be first assumed that f and 4 are related by a single 
valued function. At the end of this appendix it will be shown that the 
analysis is also valid where the relating function is multiple valued. 

We now make a Fourier series analysis of i2 in order to determine the 
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harmonic distribution. Thus 


1g = Ayo + a, COS (wl, + —) + ae CoS 2(wle + v) + ->: 


; 2 (c4) 
+ b sin (wt + ¢) + & sin 2(wh + y) + --- 
where 
a, = 7 | dg COS N(wle + vy) dwle 
T Jr 
io (<5) 
b, = = dy sin 1 (wle + ~) dul 


Using (cl) to (c3) we change our variable to 4 obtaining 


el 2 
oy = 1 J ty.cos nw (4 + 2WIMO FAY Sin) + 4) don, (6) 
— 7 0 


2 
Let wt, = 6; wry = WN 2M) og -- 
an =i | focosn (0, +e +0[1 + 5 sin 
(c7) 


a 
ae 5 2 he sin” 6, +. -}) d0, 


(c7) cannot be evaluated in closed form without further restriction. The 


2 
first order theory may be obtained by assuming that 4 ne K 5: It is 


. x* 
not sufficient to assume that 77 <«< X. The latter assumes that the third 


and higher terms of the expansion are small compared to the second. Let 
the integrand be denoted as 7) cos nx. The quantity to be evaluated is the 
argument of a trigonometric function where the total angle is of less impor- 
tance than the difference nx — 2mm where m is the largest integer for which 
the difference is positive. The condition first expressed requires that the 
contribution of the third and higher terms to the difference phase shall be 
small. The restriction requires that 


| n ( av, wry Kar (c8) 
This is a more stringent requirement than 
X _ pv é 
— 1 
9 QV, <«K (c9) 


(c9) requires only a small modulation depth while (c8) imposes a restriction 
on both the modulation depth and the drift time. 
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With the restriction (c8) imposed we obtain 


1 : 
== ~[ Z cos ” (0 +¢e+0 E ++ = sin |) de, (c10) 
If we let ¢ = — @all coefficients 6, will be zero and 
= 2(—1)"IoJ n(Xn), ay = Pe (cil) 
Thus the first order expansion for the current returning through the gap is 
12 = Ip [(1 = 2I1(X) cos w(t = To) 


| | (c12) 
+ 2Jo(2X) cos 2w(tz — 7) +--+] 


Our principal interest is in the fundamental component, which in complex 
notation is given by 

i (i2)7 = — UI (X)e” Geto) (c13) 
It is shown in Appendix IT that the circuit current induced in the gap will 


be given, if account is taken of the phase reversal of 7 resulting from the 
reversal of direction of the beam, by 


I, = —B(ie)s 


The gap voltage at the time of return will be » = V sin wf, or in complex 
notation 


—— Vel eter) (c14) 


Hence the electronic admittance to the fundamental will be 


In Z 218 ; Cs ies 


lee ee ae 2Vo 





(c15) 


In the foregoing it was assumed that ¢, was a single valued function of 
hh. a e may generalize by writing (c3) as 


dLo dt, — 19 dts (c16) 


For sufficiently large signals there may be several intervals dt, which con- 
tribute charge to a given interval df, and hence we write asummation for the 
left hand side of (c16)._ When the Fourier analysis is made and the change 
in variable from f, to ¢; is made the single integral breaks up into a sum of 
integrals. In Fig. 127 we plot time /, on a vertical scale with the sine wave 
indicating the instantaneous gap voltage. Displaced to the right on a ver- 
tical scale we plot time é. The solid lines connect corresponding times in 
the absence of signal for increments of time dt, and df. When sufficiently 
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oe signals are applied some of the electrons in the original interval dh; 
will gain or lose sufficient energy to be thrown outside the original cor- 
responding interval df, as for example as indicated by AB. If we consider 
a whole cycle of the gap voltage in time / it is apparent that, under steady 
state conditions, for every electron which is thrown outside the correspond- 
ing cycle in /, another from a different cycle in ¢, is thrown in whose phase 
differs by a multiple of 27 as for example CD. In summing the effects of 
these charge increments the difference of 27 in starting phase produces no 
physical effect. This is of course also true mathematically in the Fourier 
analysis of a periodic function since in integrating over an interval 27 it is 
immaterial whether we integrate over a single interval or break it up into a 





g. 127.—Diagram showing the relation between f; , the time an electron crosses the 
gap ior the first time, and /2 , the time the electron returns across the gap. 


sum of integrals over intervals —a to a, 24, + a to 2rm + 5, 2am + 6 to 
2rnz + c, etc. where the subintervals sum up to 27. Hence we conclude 
that the preceding analysis is also valid up to (c7) for signals sufficiently 
large so that fe and #4 are related by a multiple valued function and is valid 
beyond that point provided that we do not violate (c8). 


APPENDIX IV 


Drirt ANGLE AS A FUNCTION OF FREQUENCY AND VOLTAGE 


Let 7 be the transit time in the drift space. Then the drift angle is 
6 = wr (d1) 


For changes in voltage (resonator or repeller), both 7 and w will change. 
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Thus 
A6/0 = Aw/w + Ar/r 
| (d2) 
= Aw/w + ((dr/dV)/T)AV’ 


As shown in Appendix VI, the derivative of + with respect to repeller 
voltage, 07/0V pr , is always negative, while the derivative of 7 with respect 
to resonator voltage, d7/0Vo, may be either negative or positive. Fora 
linear variation of potential in the drift region, d7/0Vo is zero when Vp = 
Vo and negative for smaller values of Ve. 


APPENDIX V 


ELECTRONIC ADMITTANCE—NON-SIMPLE THEORY 


A closer treatment of the drift action in the repeller space follows, in 
which are considered the changes which occur as the voltage on the cavity 
becomes large. ae. 

The additional terms to be considered come from an evaluation in series 
of the higher-order terms of (c7), which were neglected in Appendix III. 
Only the fundamental component of current will be considered, although 
other terms could be included if desired. The integrals of interest may be 
rewritten from (c7), using the relation ¢ = —6, as follows: 


T 2 
a= 2 [ cos oe Os oe sin? 6, 
T vex 2 6 


ae (e1) 
Cte g gn i Cre +) ao, 
SEOHIS aE! 
T 2 3 
bh = Io | sin (0. + X sin ) — 5p ain 
T ver 2 6 
ae (e2) 


1 x° 
toa A+: +) doy 


We shall hereinafter neglect terms of higher order i in tha than those explicitly 


shown here. With this neglect, we can expand the trigonometric functions, 
obtaining 


a= ef iad) 1 1X os oto [dl 

aT J 8 & om fe 
_ Lo 
_ sin (0, + X sin 61) (e3) 
WT Jr 
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= 2 [sin (& + X sin 44) E arene |e 
Tw v-x : 8 6 
16°F" : 
ae =f cos (6, + X sin 6) (e4) 
1x° 
| = I sin 0 + 5 sin’ ato tao 


Now of these terms, not all give contributions; some integrate to zero since 
the integrand is an odd function of . Rewriting with those terms omitted, 


a, = a cos (6, + X sin a) _ 1X" sin! 6, + + |e 
Tv T . 8 6 
(e5) 


-2f sin (+ Xsin ay] 3% sito + +> | ao 
w dr | 2 e 
2 


b, = at cos (6: + X sin 4) |-3% sin” 6 + as fda. (e6) 
T Jr 


Evaluation of these terms is formally simplified by the following relation- 
ships, each obtained by differentiation of the previous one: 


—2F,;(X) = / cos (6, + X sin 0,) dA; (e7) 

—2F;(X) = 2 | sin (01 +X sin 61) sin 6; d0, (e8) 
T Jor 

—271(X) = = i cos (0, -+ X sin 6) sin” 6; d6,. | (e9) 
T v—r 


Continuation of this process gives all the terms of interest in (e5) and (e6). 
Hence 


a, = Io (=a +; ea x ie or aif -- -) (e10) 


b, = i (97 sexs), (e11) 


Therefore. the expression for the fundamental component of the beam 
current may be written as follows, passing to complex notation: 
(2) ¢ ~ dy COS (wle — 0) + bi sin (wt — 6) 

PVs ay J (wt2—#) 
(t2)4 ~ (ay jhije (e12) 


2 ; 
= Mtn tia +4 Cn + xi) pes 
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Following usual, conventions, the real part of the complex expression repre- 
sents the physical situation, and the exponential time function will usually 
be omitted in what follows. 

Similarly to Appendix ITI, the induced current in the gap is 


I, = — B(ie)s 
nee Xeon As er 
=e Be" Ip (27, ae ries — R (X°Jy + 4X 7) .  (e13)} 
The gap voltage is still the same, viz. 


“s i(ato—(r 2V0) X wlo-(r 
yAV sin aly Vel@t2—™ — 4 ae ; gerry, (e14) 


Accordingly, the electronic admittance to the fundamental will be 


— Le Lo 228 scx i2)~6) Zs Pe Caps ee 
be oy x Ji fy re ae tos (e15) 


The argument of J; and its derivatives is understood to be X. The 
derivatives can be evaluated in terms of Jo and J; by repeated use of the 
Bessel function recurrence relations (see Jahnke-Emde, Funktionentafeln, 
p. 144). The result is 


— Lo 2 8 itcni2)-4) -4] -*) x | 
Y= Fe xe (4 j 1 7 5 Jo 


(e16) 
Eee ae aie er, 
— | a a Se Maer: Ps a lace 
The real part of this will be of interest; it is 
In 20. t 0 ae xX. 
G. = + he tsino(s + — | (1 — *) Jy — Xo | 
(el7) 
tae ey ae 
— pls +X) — aX Sol ). 
The power generated by the electron stream is given by 
P = —3G,V’ 
2X. fies 3 
= —LoVo- sin 0] Jy — ee + X*)J, — 2X Jo)’ 
(e18) 


2 
e9i[6-3).-Ha) + 


= 
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Of this power, only a part is usefully delivered to the load admittance 
G., the rest being dissipated because of the circuit loss conductance Ge. 
The power lost in the circuit is 


2V0G x? 
Py = 3GaV? = 1OGe (e19) 
Accordingly, the useful power delivered to the load is 
Pi =P— Pr (e20) 


A quantity of interest is the maximum useful power which can be ob- 
tained from the reflex oscillator; this is given by 


OP,  ., _ OP1 
ax 9 > ey 
These two conditions are expressed by the next two equations. 
1 3 2 1 73 175 
2XJo + 5 cot 6(—X'So — XT) +5 (EX — 4X°)Jo 
xX’ V x ee 
+ 
_4 _ sy4 0 
+( 2 ax') sn) + Se ny a 
ot 1a 
XJo + (—4 + XI, + 6 cot 0-20, — —— ((—4X* — 2X)Jo 


+E + EXOD + EC +I + XD) — 3) 


_ og xX _ 
BI) “Osind 


One may note that even if one sets Gz = 0 and neglects terms in = the 


second of these equations is a little different from the corresponding one 
of Appendix III, so that a slightly different phase angle is predicted for 
maximum generated power. The result of Appendix III was 


6coté@ = 1 


predicting a phase angle @ slightly less than 0, = (27 -+ #)2m7. However, the 
zero order result here is 

2 
6 cot @ = 2 — * = — 892 (e24) 
predicting a phase angle a trifle larger than @,, in the approximation of 
Appendix III. 
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The equations (e22) and (e23) may look as if drastic measures would now 
be needed, but a parametric solution is surprisingly easy; one need only 
solve (e22) for Gz, and substitute back into the power expression (e20). 
The results are 


Lo B cot 8 


Gr — = 78 asin 0 (2% ay te (x5 att XJ] 
1 x ; (e25) 
+4] ax Sax (-3 ax? 1] $e) 
3 
Py, = —1Vo® sin 0 (2 — XJgo t+ cot (x + on 
x? 1 x? (e26) 
+(2—F) Al +R | pt Oe + IX 
2 ae | 2 
rf 0 t 0 | 
G, = —G. Gr = = Fe gS sin a(t, — ax + 


2 3 
[(-*) n+ (-F44)0| (e217) 
+ ROX + (x? + ex |) 


One further convolution is necessary, because the equations (e25) and 
(e26) are still subject to the optimum phase angle condition (e23). Since 


: 1 gore uss ; 
we are here carrying only terms as far as BP approximations are in order. 
From (e24) we get the hint that @ cot @ is of the order of unity, so that 


; 6 ee | ‘ 
terms in aa are of the same order as those in —. Accordingly an ap- 


ge 
proximate solution is obtainable by adding (e22).and (e23) and neglecting 
these small terms. The result is 

X*  3XJo 


@coté = 2 —— 


5 aT, = F(X) (e28) 





~ ‘Therefore the optimum phase angle is given by 


_ F(X) 


Om = (+ Hn ~ (e29) 


6 = 6, 





2 
sin@ = —1 + = a (e30) 
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sin 6 _ - 1 1 = 

a ak +56 F/) (€31) 
cot @ 1 
aor ae Z F(X) Ao) 


From computation it turns out that in the range of interest, the quantity 
F(X) does not differ from (—1) by more than 20%. Z 

The desired approximate solution comes now from substituting the ex- 
plicit phase optimum (e29) to (e32) back into (e25)-(e27). The results are: 


To 2 On 1 
Gr 4 8° — (J + - s,00) (e33) 
Vo On 
X? /2J 1 
Pr = ToVon— ~( - Jo t+ 5x0) (e34) 
I 2J 1 
Gr = ¥, abn Cae JS #50)) (e35) 
The S-functions are given by : 
2 
six) = (-F- 4 tgs ax - Ext) a 
(e36) 
xe x’ 3 _) J 
v (-4 rae a 


Ji 


a a ees 1 ; 
SX) = ( i te ee a 


2 (e37) 
+(F 4 XP oe - bats xt) J —— 
2 2 
S3(X) = (4 + = = =x" + sxt) Je 
(e38) 


Ji: 
xX 


The equations (e33)-(e35) have the following meaning: they presup- 
pose that the load G, has been adjusted for maximum useful power in the 
presence of circuit loss Gy , and that the drift angle is also optimum. Then 
the useful power is given parametrically in terms of the circuit conductance 
by equations (e33) and (e34), while (e35) gives the required optimum load 
conductance, also in terms of the parameter X. 

The results may be expressed as a chart of useful power, plotted against 
the value of resonator loss conductance. This is done in Fig. 128. 

One may also be interested in the maximum power which could be gen- 


- -® 4 be) 
+(-F Fo + 5X 
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_ Fig. 128.—Plot of efficiency vs a parameter proportional to resonator loss for several 
repeller modes. 





Fig. 129——Maximum efficiency for several repeller modes. 


erated if the resonator were perfect. This comes from setting Gre = 0, 
calculating the resulting value of useful power. The results are compared 
with the simpler theory in Fig. 129. 


651 


REFLEX OSCILLATORS 








00) 


SIMPLE 


\\ THEORY (N= 
AL 
Ne 
\ 
WW 
Men\ 


2.0 


1.6 
BUNCHING PARAMETER, X 


Fig. 130.—Relative electronic admittance vs bunching parameter for several repeller 
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Fig. 132.—Optimum load conductance divided by small signal electronic admittance vs 
resonator loss conductance divided by small signal electronic admittance for several re- 
peller modes. 
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Fig. 133.—Optimum total circuit conductance divided by small signal electronic ad- 
mittance vs resonator loss conductance divided by small signal electronic admittance for 
several repeller modes. 


Further data which may be determined include the variation of the mag- 
nitude of the electronic admittance with gap voltage, in Fig. 130; also 
its phase, in Fig. 131. The optimum load ‘conductance is plotted as a 
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Fig. 134.—Efficiency vs.effective drift angle for several degrees of resonator loss. 
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function of resonator loss in Fig. 132, and the total conductance, load plus 
loss, in Fig. 133. The next Fig. 134, plots efficiency versus mode number 
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Fig. 135.—Efficiency vs a parameter proportional to resonator loss for several repeller 
modes. 


with resonator loss as a parameter, while the next Fig. 135, plots efficiency 
versus resonator loss with mode number as. a parameter. | 

Most of these graphs include for comparison the results of the simpler 
theory, and it can be seen that the deviations indicated by the second 
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order theory..are ordinarily rather small even for. the first two modes of 
operation, and are quite negligible for higher modes. 


APPENDIX VI 


GENERAL POTENTIAL VARIATION IN THE DRIFT SPACE 


Suppose that the potential of the drift space is given by V(x), where 
x = 0 at zero potential and x = fat the gap. Then the transit time from 
the gap to zero potential and back againis 


— fe i 
T= /V2n) | vagy (f1) 


Imagine now that the entire drift space is raised by a very small amount 
AV. The zero potential point will now occur at 


x= —AV/V'(0) (£2) 
where 
V'(x) = dV /dx (£3) 
Hence the new transit time will be - 
wt b= OV) lone (FO CET (4) 
Now let 
z= x-+ AV/V'(0) (£5) 


Then, including ant order terms only, if V(«) can be expanded ina vars S 
series about 0, 








_ peeAviv'(o) i 
rot Ar = (2/21) [ [V@) — W/V OIAY FAV 
_ —,{ ft dz £1(V'"(z)/V"(0)) — 1] dz 

= oven (Lora + aY av} ee) 


AV 
- Foe) 
Whence 


a ee 1 £1(V'@)/V"(0)). = 1] : 
1S ay ae) (Fore st AVE ef) 


In computing F it should be noted that by definition the gap voltage pre- 
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viously referred to as Vo is 
| Vo = V(£) (£8) 


In the notation as it has been modified, the transit time is 
—. ff dg 
T0 ( /V n) A (V(z))3 ( ) 


For a constant retarding field in the drift space of magnitude Ey , we can 
write 


nEo(m/2) = 0 = V2nV (£10) 


Here V is the total energy with which electrons are shot into the drift 
space. From (f10) 





_ 2 2nV 
a. ee 
t 2/2nV 1 ) To 
m1 = dr/dV nEo G 2V et?) 
In the notation used earlier this is 
, To 


Now we will compare 7’ from (£7) with 71, the rate of change of transit time 
for a linear field, taking 7; for the same resonator voltage V(£) and the same 
transit time, given by (f1), as the nonlinear field. The factor F relating 
zr’ and 71 will then be je 


k= t/t 


1 
cs Reon (i14) 


€1v'(z)/V’(0) — 1] dz) ff dz i 
fi venl - 


2[V (z)}? [V(z)} 


If an electron is shot into the drift space with more than average energy, 
its greater penetration causes it to take longer to return, but it covers any 
element of distance in less time. Consider a case in which the gradient of 
the potential is small near the zero potential (much change in penetration 
for a given change in energy) and larger near the gap. The first term in 
the brackets of (f14) will be large, and the second is in this case positive. 
This means that in this type of field the increased penetration per unit energy 
and the effect of covering a given distance in less time with increased energy 
work together to give more drift action than in a constant field. However, 
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we might have the gradient near the gap less than that at the zero potential. 
In that case the second term in the brackets would be negative. This means 
a diminution in drift action because the penetration changes little with 
energy while the electron travels faster over the distance it has to cover. 

To show how large this effect of weakening the field near the zero potential 
point may be, we will consider a specific potential variation, one which 
approximates the field in a long hollow tubular repeller. The field con- © 
sidered will be that in which 


V(z) = (é* — 1)/eé : (£15) 
We obtain | 
ee ‘a (ef = 1) 
F (e 7 1) + mit D @ — pi (f16) 
Now 
v0) =e? | (£17) 
Vz) = 1 . (£18) 
Hence 
1 4 
(A023) ro-)_ 
Pim Ta a lilt hs (f19) 
E@) tan” (a _— 1) 


This shows clearly how the effective drift angle is increased as the field at 
the zero potential point is weakened. For instance, if V’(0) = 3, so that 
the field at the zero potential point is } that at the gap,.the drift effective- 
ness for a given number of cycles drift is more than doubled (F = 2.27). 

There is another approach which is important in that it relates the varia- 
tions of drift time obtained by varying various voltages. Suppose the gap 
voltage with respect to the cathode is Vo and the repeller voltage with re- 
spect to the cathode is —Vr. Now suppose Vo and Vz are increased by a 
factor a, so that the resonator and repeller voltages become aVp and —aVp. 
The zero voltage point at which the electrons are turned back will be at the 
same position and so the electrons will travel the same distance, but at each 
point the electrons will go a times as fast. If, instead of introducing the 
factor a, we merely consider the voltages Vz and Vo to be the variables, we 
see that the transit time can be written in the form 


1 = Vo'F(Ve/Vo) (£20) 
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The function F(Vz/Vo) expresses the effect on 7 of different penetrations of 
the electron into the drift field and the factor Vo" tell us that if Vz and 
Vo are changed in the same ratio, the drift time changes as one over the 
square root of either voltage. 

We can differentiate, obtaining 


d7/OVz = Vo'F'(Ve/Vo) (£21) 
87/9Vo = —Vo'((Va/Vo)F'(V+/Vo) + (1/2)F(Vn/Vo)) (£22) 


If the electron gains an energy BV in crossing the gap, the effect on + 
is the same as if Vo were increased by BV and Vz» were changed by an 
amount —BV, because in an acceleration of an electron in crossing the gap 
the electron gains energy with respect to both the resonator (where the 
energy is specified by Vo for an unaccelerated electron) and with respect to 
the repeller (—Vx for an unaccelerated electron). We may thus write 


= —Vo'l(1 + Va/Vo)F’(Vn/Vo) + 3F(Va/Vo)] (£23) 


This expression (f23) is for the same quantity as (f7). Vo of (£23) is 
V(4) of (£7). Expressions ({21), (22) and ({23) compare the effects on 
drift time of changing the repeller voltage alone, as in electronic tuning, the 
resonator voltage alone, and of accelerating the electrons in crossing the 
gap. As making the repeller more negative always decreases the drift 
time, we see that the two terms of (f22) subtract, and usually | 07/dV, | 
will be less than | d7/0Vz|. In fact, for a linear variation. potential in 
the drift space and for Vo = Vz, 07/8Vo = 0. Weak fields at the zero 
potential point make the absolute value of F’(Ve/Vo) larger and hence 
tend to make both | 07/dVz| and | d7/a(BV) | larger. However, these 
quantities are not changed in quite the same way. 

The reader should be warned that (f14) and (£20)-({23) apply only for 
fields not affected by the space charge of the electron beam. For instance, 
suppose we had a gap with a flat grid and a parallel plane repeller a long 
way off at zero potential. If edge effects and thermal velocities were 
neglected, we would have a Child’s law discharge. The potential would be 
zero beyond a certain distance from the repeller, and we would have 


V(z) = 33 


According to (f14), # should be infinite. There is no reason to expect 
infinite drift action, however, for the drift field, which is affected by the 
fluctuating electron density in the beam, is a function of time, and (f14) 
does not apply. 
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APPENDIX VII 


IpEAL Drift FIELD 


The behavior of reflex oscillators has been analyzed on the basis of a uni- 
form field in the drift space. It can be shown that this is not the drift 
field which gives maximum efficiency. The field which does give maximum 
efficiency under certain assumptions is described in this appendix. 

Consider a reflex oscillator in which a voltage V appears across the gap. 
This voltage causes an energy change of BV cos 6; for the electron crossing 
the gap. Here 6, is the phase at which a given electron crosses the gap for 
the first time. The effect of the drift space is to cause the electron to re- 
turn after an interval 7, where 7, is a function of this energy. 


ta = f(BV cos 61) (g1) 


Thus,'each value of r, will occur twice every cycle (27 variation of 6,). We 
will have 


6: = wh (2) 
= w(t ae Ta) 

(g3 

= 0+ o(hr) 

g(61) = wa (g4) 


Here #, is the time at which an electron first crosses the gap and (4; + 72) 
is the time of return tothe gap. 6, and 6, are the phase angles of the voltage 
at first crossing and return. 

The net work done by an electron in the two crossings is 


W = BVel—cos 6; + cos (6; + ¢(A,))] (g5) 


If the beam current has a steady value Jo , the power produced will be 
P = (8VIp/27) | [—cos 6; + cos (6: + ¢(61))| d0,. (26) 


The integral of cos 6, is of course zero. Further, from (g4) we see that 
(41) = ¢(— 4) 


Hence 


P 


(BV 10/27) | [cos (—61 + (1) + cos (1 + ¢(6:))] dA, 
é . (27) 
= (6VIo/27) I cos v(61) cos 6; dA; . 
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As cos g(6;) cannot be greater than unity, it is obvious that this will have its 
greatest value if the following holds 


0< 4 < 7/2, (A) = 2nz, cos ¢(6,) = +1 (g8) 
r/2<Aa< 7, (0) = (2m + 1)z, cos of) = —1 = (g9) 


These conditions are such that for a positive value of cosy the gap voltage 
is accelerating giving a longer drift time than obtains for a negative value 
of cos ¢(1) for which a retarding gap voltage is required. Thus, physically 
we must have 


2n > 2m+ 1 (g10) 


The simplest case is that for = 1 and m = 0, so that in terms of the gap 
voltage 
v< 0, (61) = 7 
(g11) 
v > 0, (41) = 20 
This sort of drift action is illustrated by the curve shown in Fig. 136. 


37 


? 


DRIFT ANGLE, > 
IN RADIANS 





- ° + 
-GAP VOLTAGE, V 


Fig. 136.—Ideal variation of drift time in the repeller region with resonator gap voltage. 


The problem of finding the variation with distance which would give this 
result was referred to Dr. L. A. MacColl who gave the following solution: 

Suppose V» is the voltage of the gap with respect to the cathode and @ is 
the potential in the drift space. Let 


xo = V 2nVo/w (g12) 


Here w is theoperating radian frequency. Let x be a measure of distance 
in the drift field. 


Pp = Voll =e («/x0)'], O<a< Xo 
h = Vo{1 — [(%/x0)? + 1P/4(x/20)7}, x > Xo 
This potential distribution is plotted in Fig. 137, 


(g13) 
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Fig. 137.—Variation of potential in the repeller region vs distance to give the charac- 
teristics shown in Fig. 7.1. 





Fig. 138.—Electrodes to achieve approximately the potential variation in the drift 
region shown in Fig. 7.2. | * : 
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The shapes for electrodes to realize this field may be obtained analytically 
by known means or experimentally by measurements in a water tank. The 
general appearance of such electrodes and their embodiment in a reflex 
oscillator are shown in Fig. 138. Here C is the thermionic cathode forming 
part of an electron gun which shoots an electron beam through the apertures 
or gapinaresonator R. The beam is then reflected in the drift field formed 
by the resonator wall, zero potential electrode I and negative electrode II, 
which give substantially the axial potential distribution shown in Fig. 137. 
Small apertures in the resonator wall and in electrode I allow passage of the 
electron beam without seriously distorting the drift field. Voltage sources 
V; and V2 maintain the electrodes at proper potentials. Either suitable 
convergence of the electron beam passing through the resonator from the 
gun or axial magnetic focusing will assure return of reflected electrons 
through the resonator aperture. In addition, the aperture in electrode I 
forms a converging lens which tends to offset the diverging action of the 
fields existing between the resonator wall and I, and between I and II. 
R-f power is derived from resonator R by a coupling loop and line L. 


APPENDIX VIII 


ELECTRONIC GAP LOADING 


_If a measurement is made of gap admittance in the presence and in the 
absence of the electron beam passing across it once, it will be found that the 
electron stream gives rise to an admittance component Y. The susceptance 
is unimportant, but the conductance G can have a noticeable effect on the 
efficiency of an oscillator. 

Petrie, Strachey and Wallis have provided an important expression for 
this gap conductance due to longitudinal fields when the r-f voltage is small 
compared with the beam voltage Vo.” In this analysis it is presumed that 
the fields in the beam are due to the voltages on the electrodes only and not 
to the space change in the beam.” This analysis is of such importance that 
it is of interest to reproduce it in a slightly modified form.: We will first 
consider the general cases of interaction with longitudinal fields and will 
then consider transverse fields also, 


A. Longitudinal Field 


Assume a stream of electrons flowing in the positive «x direction, constitut- 
ing a current — J, bunched to have an a-c convection current component 


% These expressions were communicated to the writers through unpublished but widely 
circulated material by D. P. R. Petrie, C. Strachey and P. J. Wallis of Standard Tele- 


phones and Cables Valve Laboratory. 
26 The expressions are valid in the presence of space charge, but as the field is not known, 


they cannot be evaluated. 
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1,. Now if & is the time a particle passes «; and f, the time the particle 
passes x2, the convection current at x2 will be 


tg = (—Ip + 21) + Io. (h1) 
2 


This merely states that the charge which passes 2; in the time interval dt 
will pass x: in the time interval dtp. Suppose the electrons are accelerated 
at x by a voltage 


Ve 1 


If Vo is the voltage specifying the average speed of the electrons, the veloc- 
ity will be 


v= (2nVo)*(1 + (V/Voye™) —— (h2) 
We then have 
b=h+r(t+ (V/Vojeiy4 


h3 
T= a(2nVo)? (3) 

dy, —— for(V/Vo)e™ 
di, } ~ XW /Vayemry ai 


Now assume (V/Vo) <1. If we neglect higher powers than the first 
we can replace #4 by , 


h=&—-—T 





and obtain 
dt, iV 
ed as 4, Hed OE 
and from (h1), neglecting products of two a-c quantities 
° : I rf ja (dy —T : 
sa, a re, (h6) 


Suppose we consider an electron stream travelling through a longitudinal 
field of potential fluctuating as e’”” and of magnitude V(x), where V(x) 
may be complex. Then the current at x, due to the action of the field at 
a, is, omitting for convenience the factor e””, 


V’ - 
(a1) y 


: iT syle 
dig = cA (x2 = x1)e iy(za—z1) dxy | (h7) 


7 = w/t (h8) 
uo = (2nVo)?. (h9) 
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Hence, the convection current at xe 1S 





ip = Sih itl Vandy (ee — eye POY day. (h10) 
The power flow from the pion stream to the circuit is 


P= 2/ V’ (xe)ia de a (h11) 
pate f [" vienv cere — me de din. (ht2) 


We have in (h12) an expression, based on the physics of the picture, for 
power flow from the electron stream to the circuit. This expression is a 
product of the electron convection current, due to bunching, and the electric 
field, and the product is integrated from x = — © to x = +, which is 
merely a way of including all the a-c fields present. We could as well have 
integrated between two points a and b between which all a-c fields lie. 

We will now go through some strictly mathematical manipulations of 
(h12), designed to transform it to a more handy form. In the following 
steps we may regard x; and x2 as merely two different variables of integra- 
tion, disregarding completely their physical significance. 

Suppose in the x; x2 plane, x, is measured + to the right and «2. , + up- 
wards. Then the plane is divided into two portions by the line a2 = x, 
and we are integrating over the upper left portion. If we reverse the order 
of integration we obtain 


- [. | V" (x2) V"* (271) (a2 — aye?" dag dx,. — (h13) 
0 zy 


Let us (a) interchange the variables of integration «2 and 2 and (b) take 
the con UeaTe of P. . We obtain 


Pe =i ef i. V" (x) V"* (x1) (%. — are) dx, day. (hi 4) 

The real part of P is} (P + P*); hence 
Reales re [ i V" (x) V"* (aa)y (ae — axe" dey day. (15) 
0 4-0 Jc . 


Let us consider the quantity 


= [ V' (x)e?* dx (h16) 
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| A iF = AA* = ( [ V" (a»)e"*# avs)( [ V'* (ae ars) 


ees } (h17) 
=| [ V" (ee) V"* (30 )e?12-=P) dx, dxe 


a|A/’ 
dy 





7 3 i ie V" (a2) V™ (oes)ry (oe — xe) dry dee . (h18) 


Hence, we see 





2 
Real = 20. y 214 


BV, ay (h19) 


B. Transverse Field 


Suppose we consider the additional power transfer because of deflections. 
There will be two sources of energy transfer. First, imagine a fluctuating 
y component of velocity, 7. Let #9 be the x component of velocity and —Jo 
the convection current to the right. In a distance dx this will flow against 
the potential gradient in the y direction a distance 


dy = (5/1o)dx (h20) 
and the power flowing to the field from the beam will be 
— hav pg 
| dP = 2 dy (y*/uo) dx. (h21) 


This is not the total power transfer, however. The beam will also suffer 
a displacement y in the y direction. Now the x component of field varies 
with displacement; hence the beam will encounter a varying field. We 
can write the instantaneous power transferred from the beam to the field. 
Let (V); be the instantaneous value of V and (y); be the instantaneous 
value of y. The instantaneous power will be 


~~ d(V); , (V); ; 
pe -( Os 4 o)) de (h22) 








Let us compare this with the instantaneous power transferred from the 
beam to the field by a fluctuating convection current (2); 


ap = OG,  (h23) 


We see that according to our convention that 


P=VI . (h24) 
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we may write, from (h22) 





_ _ Lo av ‘ 
P= 5 ay By y* dx (h25) 
The y gradient of the potential at +; produces a velocity at x2 
atl ov —iy(z2—21) 6 
vo ig ae rye dx, . (h ) 
It produces a displacement at 22 _ 
| av —Sy (42-21) 
= we = a. . 27 
ne Bf) verrrran. oa 
Writing the total power as 
P=P 1 + P: 2. (h28) 


We have the two contributions from (h22) and (h23) using (h9) 


2, =e w [. iy (22-2) 
P, = 4, (2 ry (= ry" € dx, dx. (h29) 
and 


: . | 
sr c c (FE), (FE); — spe? ddan. (30) 


Again, we will turn to mathematical manipulation disregarding the 
physical significance of the variables. If we change the order of integra- 
.tion, (h30) becomes . 


<a. a a ia ere : 
4Vo co xy (27) (= (x2 x)e dx. dx, . (h31) 


Integrating with respect to 2 by parts we obtain 


Io i< av \* Jy (zg—z1) 
Pees’ ma q 
(LG) G) @- oe a, 
oe ioe) “k . 
iy [ i] (=) (2) (x2 — aye?" de dx, (32) 
-o Ja, \Oy/2\ Oy /1 
” f° (av oV Jy (zg—21) ). 
2 ca oes diz d 
a [ (5), (*)*. te 


, oV\*. . 
The first term is zero because (21) is zero at 4 = — © and (a — %) is 


ie] 
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zero at %2 = x,. Changing the order of integration, we obtain © 


+7 — AV sel iz (= Ay (=) y (x2 eae ae? 2) dxy dite 
0 


ae i (F ae r), Naa 


From (h29) and (h30) we see that the total power is 


* : i 
P=j 4V, Ta [ (3 Ey (2 a ¥ (x2 3 41) fF 12-=D) dxy dts. 
0 


By the same means resorted to in connection with (h12) we find 


In a|B/? 
ee 
Ree = ay, = Oy 


= [sem dx 


We can goa step further. We have 


“av 








A= fig an eit® dx. 
Now 
0A = : av ei” ax. 
oy |» dxdy © 


Integrating by ied 
aA _ WV ye x [ ov Jyz 
—- € = 997 ~~ € ax: 
ay Oy 7 Lo OY 
The first term is zero, and we see that 
| B |? = (| 04/dy |’/7) 
Ty | a(| aA/dy |'/7) 
8Vo Oy ; 





Real = 


C. Electronic Gap Loading 


(h33) 


(h34) 


(h35) 


(h36) 


(h37) 


— (h38) 


(h39) 


(h40) 


(h41) 


In (h19) and (h41) we have expressed the power flow from the electron 
stream to the circuit in rather general terms. What we want immediately 
is the quantity (conductance) giving the power flow from the circuit to the 
stream for a single gap. Assume we have a single gap with unit peak r-f 
voltage across it. The power absorbed by the electron stream can be 
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attributed to a shunt conductance such that 
Pr, = GV’/2 = G/2 
G — 2Pr . 


(h42) 


Also, in this case | A | is simply 8, the modulation coefficient. Hence, the 
conductance due to action of the longitudinal fields is, from (h18), simply 





—T oy ap” 
= mca 4 
OS AV Oy ie 1g ms) 
And, due to the action of transverse fields there is another conductance, 
from (h41) | 
ras (G5) ) 
Go = ee h44 
: 4V OY 7? oy ( ) 
CSG Gs, | (h45) 


These are surprisingly simple and very useful relations. 
It is interesting to take an example which will indicate both effects. 
We have from (b24) for tubes of radius 79 with a narrow gap between them 


B= Bilt — Liere)/Tiqr)]. (h46) 
Accordingly, the part of the conductance due to the longitudinal field is 
Gr = Fyyro)Lo/4V 0 (h47) 
Fi(yro) = — 083/87 











- ~2[(1i5) ~ > (ies) ~ Cages) FO 


Similarly, the part of the conductance due to the transverse field is 


Gr = F r(yro)l0/4Vo (h49) ‘ 
617/10 2 
Fr(yn) = —y¥ ay 3 I (C ar rr) 2r dr. (h50) 
From (b16) we obtain 
By = Io(yr)/To(yro) (h51) 
1 06, 1 (18 9 
a Ty (yr) /Io(yro) Fe i € ar pr) 2r dr 


(h52) 








= | = G70) | 
Io(yro) T5(yro) 
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And from this we obtain 


meee _ 2Ti(yr0) 
Flrrs) sie [1 yrolo(yro) 


fiGard) (G2) (Bar) 
+ pee et (i OE ie . 
us (; o(Y7o) Io(yro) MW o(Y7o) 
The total conductance is 


G = G; -+ Go = (F i(yro) + F p(yro))Io/4V 0. (h54) 


In Fig. 139, (GiVo/Io), (GeVo/Io) and (GVo/Io) are plotted vs yro. 
It may be seen that while the conductance due to transverse fields may be 
negative, the total conductance is always positive. 


(h53) 
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Fig. 139.—Gap loading factor vs radius of tubes forming gap measured in radians. 
. The tubes are supposed: to be filled with uniform electron flow. The curve involving 
G, is that for longitudinal effects, that involving Ge is for transverse effects, and that 
involving G is for both combined. 


This example tends to exaggerate the effects of transverse fields because 
the beam is assumed to fill the whole tube. In an actual case the beam 
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would probably not fill the whole tube, and the effect of transverse fields 
would be less. 

Perhaps a more useful expression is one involving iongitodinal fields 
only; that for infinitely fine parallel grids. In this case, if the separation 
is ¢ . 

: 7 B’ = sin” (yt/2)/(y/2)° (h55) 


and, from (h43) 
_ 0 sin in (yt/2) sin (yt/2) | ; 
Vo (e/2) aay ~ om OP a 


In Fig. 140, (GVo/Zo) is plotted vs (y¢/2). The negative conductance 
region beyond y¢ = 2, familiar through Llewellyn’s work with diode 
oscillators, is of less interest in connection with reflex oscillators. 
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Fig. 140.—Gap loading factor for fine parallel grids vs grid separation in radians. 
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GRID SEPARATION, ¥1, IN RADIANS 


It is of some interest to compare the electronic gap loading with the small 
signal electronic conductance due to drift action. Assume, for ‘instance, 
we have fine parallel plane grids for which yf = 7. From (h2) we get 


(GV 0/Io) cai .202 . 


As the current crosses the gap twice we should count the current involved 
as twice the d-c beam current. 


G = 40412,/Vo. 
From: (2.1) 
B = .633 - 
B" = .400 
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lf we assume 3.75 cycles of drift, then from (2.4) the magnitude of the small 
signal electronic admittance is 


—— Ye = BI08/2Vo (h57) 
a eee Le ee 
Thus, in this example, the gap loading is about 1/10 of the small signal elec- | 
tronic admittance. 
D. Bunching in the Gap 


~ An unbunched stream will become bunched due to a single transit across 
an excited gap. Expression (h10) gives us a means for calculating the ex- 
tent of this bunching. As an example, we will consider the case of fine 
parallel grids separated by a distance f. Then the gradient is given by 


V'(m,) = V/t (h58) 


from x, = 0 to“, = x = ¢, and by zero elsewhere. Thus 


ig = Ber i y(E — met? day 
in/V = (Io/Vo)(1/2)1L — G/v(A — ee, (h59) 
It should be noted that for large values of yé 
io/V = (1/2)(Lo/Voye 2. (h60) 


For our previous example, if yf = 7, 

ip/V = 592 (Io/Voe (h61) 
If the current is referred to the center of the gap instead of the second 
grid, we obtain a current 7 such that 

1/V = .592 (aiVie (h62) 


Now, the electrons constituting current 7 will drift 3.75 cycles and will 
return across the gap in the opposite direction. To get the induced circuit 
current J we take this into account and multiply by 6 


I/V = =6G/ Vee” 


h63 
= 375(Io/Vo)e?”. ) 


This is very nearly of the same size as the electronic gap loading. 

The general conclusion seems to be that for typical conditions encoun- 
tered in reflex oscillators, gap loading and bunching in the gap are small 
and probably less important than various errors in the theory. 
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APPENDIX IX 


LossES IN GRIDS 


Although the general problem of resonator loss calculation is not treated - 
in this paper, grids seem peculiar to vacuum tubes and losses in grids will 
be discussed briefly. 

Assume that we have a pair of grids of some mesh or network material, 
parallel, circular, and of a diameter compared with the wavelength small 
enough so that variation of voltage over the grids may be neglected. The 
capacitance inside of aradiusris — 


C = exr'/d 
8.85 X& 107“ farads/cm. 


Here d is the separation between the grids. For unit r.m.s. voltage across 
the grids, the power dissipated in the part of both grids lying in the range 
dr at r is 


(il) 


I 


é€ 


2(wC)(R dr/2nr) 
weaRr’ dr/d’. 


dP 


(i2) 


" Here R is the surface resistivity. The total power is equal to VG, where G 
is the conductance measured at the edge of the grids, and is 


22 D/2. 
G= pate / r dr 
0 


we tRD*/64 a’. 





(i3) 


I 


It is interesting to express w in terms of A, the wavelength, c the velocity of 
light, and then to put in numerical values 


G = (1/16)9'’e’RD*/¥ a” (i4) 
G = 1.39 X 10°RD*/N’ a’. (i5) 


Now for the copper, the surface resistivity is 
R, = 045/+/r (i6) 


where \ is measured incm. Suppose the grid material is non-magnetic and 
has NV times the low frequency resistivity of copper. Then for it, the sur- 
face resistivity will be V * times that given by (i6). Suppose that the diam- 
eter of the grid wires is 27 and the distance center to centeris a. If current 
flowed on one half of the wire surface only, the surface resistivity parallel 
to the wires would be 


R= N'R.(a/ar). | (i7) 
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If we use this as the surface resistivity in (i5) we obtain 
G = 1.99 x 107 () /N/x/D'N a. (i) 


It is a somewhat remarkable fact that if we work out the loss for a pair 
of grids with surface resistivity R in one direction and infinite resistivity 
in the other direction (parallel wire grids) we get just twice the conductance 
given by (i5). Thus, it appears to be roughly true that if we have a given: 
parallel wire grid, adding wires between the original wires and adding wires 
perpendicular to the original wires should have about the same effect in 
reducing circuit loss. 


APPENDIX X 


STARTING OF PULSED REFLEX OSCILLATOR 


If a reflex oscillator is turned on gradually, the voltage from which the 
oscillations build up is certainly that due to shot noise in the electron stream. 
However, if the current is turned on as a pulse of short time of rise, it might 
be that the microwave voltage produced by the high frequency components 
of the pulse would be larger than the voltage produced by shot noise, and . 
hence that oscillations would build up from the transient produced by the 
pulse and not from shot noise. This would be important because presum- 
ably the voltages produced by the pulse are always the same and related in 
the same manner to the time of application of the pulse; thus, in buildup 
from the transient of the pulse there would be no jitter. 

In an effort to decide from which voltage the oscillations build up, we 
will consider Johnson noise and shot noise voltages. 

Associated with a mode of oscillation of the resonator there is a mean 
stored energy kT. If Land C are the effective inductance and capacitance 
of the mode and J? and V2 are the mean square current and voltage 


kT = PL/2 + V°C/2. (j1) 


On the average, half of the energy is in the capacitance and half in the in- 
ductance; thus 


——aw 


VY? = RT/C 


(2) 
= kTw/M. 
Here M is the characteristic admittance of the mode and w is the resonant 
radian frequency. 
As an equivalent circuit for the mode we may use conductance G in shunt 
with an inductance L and a capacitance C. The impressed Johnson noise 
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current for a bandwidth B is 
I? = 4RTGB. | (j3) 


Suppose the current crossing the gap is 279 (a current I with two transits). 
If the current has full shot noise (no space charge reduction of noise) the 


impressed shot noise current per unit bandwidth will be 
12 = 26(2I)B ; 
(j4) 
= Ael B. 


Thus, we see that the shot noise voltage will be the Johnson noise voltage 
times the factor 


Eire (5) 
_ 11,600 | 
PG 
The conductance G is given by 
G=M/Q. 


Let us take reasonable values, 


T = 293° K (20° C) 
Io = .2 amperes 

M = .06 mhos 

Q = 400 (loaded Q). 


The values of M and Q are about right for the 2K23 pulsed reflex oscillator. 

We obtain . 
i ‘ 
= = 5.3 x 10°. (j6) 
r 

: . 
Thus, shot noise is very much more important than Johnson noise. 
From (j2) and (j5) we see that the shot noise voltage squared may be 
expressed as 


SAY. ed 4 : 
V; = eee G7) 





In pulsing a reflex oscillator, the voltage and current will be raised simul- 
taneously; however for the sake of simplicity in calculation, we will assume 
that the voltage is constant and the injected current is zero at ¢ = 0, rises 
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linearly with time toa value J) at a time At, and remains constant thereafter. 
There will be a return current across the gap, the negative of the injected 
current and delayed by the drift time 7 with respect to the injected current. 

In calculating the response to this applied current, loaded Q will be as- 
sumed to be infinite; actually, the shunt resistance will be positive when 
the current is small and negative when the current becomes large enough 
so that the electronic conductance is larger in magnitude than the circuit 
conductance. The assumption of zero conductance should, however, give 
us an idea of the transient which would be effective in starting the oscillator. 

If a charge dg is put onto a capacitance C = M/wo forming part of a 
resonant circuit of frequency wo , the subsequent voltage across the circuit 
will be 


dV = ar e°' dg, | (j8) 


We see that for times late enough so that the injected and returned current 
are both constant, the voltage due to our assumed current will be 


At t 
er ce Oe 
mats - ([ tO dy + i ge 








M At . 
foe dali te) jeo(t—t 9) oa 
a Of Jeeta t. jw(t—to 
I Al é dt I... é it) 7 
Integrating, we find 
V = (its -) Le rye ior" — 1), (j10) 
If we have x + 3/4 cycle drift, 
| geo = —4. (j11) 
The extreme value of (e7%°"* — 1)is—2. For this value we would obtain 
2 216 ; 
= . 12 
| V | M2AR we ( ) 
From this and (j7) we obtain 
are. 2 3 
V3 = eQAt wo (j13) 


. i [Vi?> ° Qty 
Taking the values 

te e = 1.59 X 10~” coulombs 

Ig = .2 amperes 

O = 400 (loaded Q) 

At = .2 X 10°° seconds 

wo = 25 X 10° radians/second. 
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We obtain 

| ve 
——, = 99.2. 2 14 
a om 
The indications are that oscillations will built up from shot noise rather 
than from the high frequency transients induced by the pulse. 

"The preceding analysis assumes that the full shot noise voltage will 
appear across the resonator soon enough to override the pulse. The shot 
noise voltage will reach full amplitude in a time after application of the 
current of the order of Q/fo = 21Q/wo. For the values given above 


27Q/wy = 05 X 10° 


as this is a considerably smaller time than the .2 microseconds allotted for 
the buildup of the pulse, the assumption of full shot noise voltage is pre- 
sumably fairly accurate. 


APPENDIX XI 


THERMAL TUNING 
Two extreme conditions may exist 
(1) Cooling is by radiation alone 
(2) Cooling is by conduction alone. 


(1) Radiation Cooling 
The rate of change of temperature on heating will be given by 


© 
a ee 
Roe SE. (k1) 


Where 


T is the absolute temperature of the expanding element. 
C is the heat capacity of the element. 

K is the radiation loss in watts/(degree Kelvin)’. 

P;; is the power input to the tuner in watts. 


It is assumed that the temperature of the surroundings is constant and the 
power radiated to the expanding element is included in P;. Let 


P; = KT; and T, = ms _ (k2) 


T, is then a reduced temperature since 7, is the temperature which the 
expanding element would reach at equilibrium for a given power input, i.e. 


T. = |=) .- T, is then always less than 1. 
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Upon substitution of (#2) in (k1) 


aT, Kaa, ant 
“dt aa C Tilt T*] (k3) 
which may be integrated to . 
Cc . 2 Cee 
ORT? [tan T, + tanh 7,] = t + f (k4) 


where fo is a constant of integration. Let 


F,(T,) = [tan 7, + tanh7,]. | (k5) 


This function is plotted in Fig. 79. In order to determine the cycling time 
for heating rt, assume 


At fa0 “eae Le. Tro = To/Tn 
Tyr fae = T/T 


I 


t= Th, T; 
where 


Tm is the value of the temperature 7, corresponding to the maximum 
power input Pn. 

T;, is the temperature corresponding to one band limit. 

T, is the temperature corresponding to the other band limit. 

Tyo Les 


The cycling time for heating tr, is then 


C =f -1 -1 1 | 
T = OKT [tan™ 7,, — tan” T,- + tanh” 7;, — tanh” T;,] (k6) 


C 
= KT. [Fi(T+.) — Fi(Tre)] . (k7) 


which gives the time required for the expanding element to rise in tempera- 
ture from 7,, to T;,, i.e. from T, to T),. 

If we reduce the power input and wish to determine the cooling time the 
analysis is similar. If the power input from electron bombardment is 
reduced to zero there will still be power input to the tuner. The residual 
power which is kept to the minimum possible level comes from such sources, 
as heat radiated from the cathode and general heating of the envelope by 
the oscillator section. 

Let Po be the value of the reduced power input. 
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qT i 


Then | SRG (KT — Po) | (k8) 
: aTs = _K 4 = 
or oo ee T3(T: — 1). | (k9) 
T 4 
Here T, = Zi and Py = KT) (k10) 
0 


where Pp is the power from other sources than direct bombardment. In 
this case T, is always greater than 1. 
Integration yields 


C -1 -—1 
KT [tan 7, -+ctnh 7.) =t +h. | (ki1) 


Let F(T.) = [tan’T, + ctnh’T,]. | (k12) 


This function is plotted in Fig. 80. To determine the cycling time for 
cooling assume 


At time j= 0, T; = Tsn i.e. Teh = T:/To 
t = te, T.=Ti T= T/T ¢. 
C 
Then To = oR TR [Fo(Tse) — Fe(Tsr)] .(k13) - 


giving the time for the contracting element to cool from temperature Ts, 
to T;.; i.e. from T; to T,. 


(2) Conduction Cooling 
The rate of change of temperature on heating will be given by 


aT 1 7 | : 
a a eo AD) : (k14) 


where 


T is the temperature difference between the tuning strut and the 
heat sink. 

C is the heat capacity of the strut. 

kis the conduction loss in watts/°C. 

P;is the power into the tuner. 


The solution of (k14) is then, 


: fa ee hs ee Gent 
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where TY» is the temperature difference at ¢ = 0,. 


If 
the temperature difference from the sink is T) = T, at the cooler 
limit of the band. 
T;, is the temperature difference from the sink at the hotter limit of the 
band. | 
P,, is the maximum permitted input, then the cycling time for heating 
Cc Pig RL 6 . 
= — log, —____- .. 
Th ; og P,, = kT; (k16) 
On cooling 
dT k 
from which 
T = Tre (k18) 
re = 5 log. z 9) 
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Abstracts of Technical Articles by Bell System Authors 


Investigation of Oxidation of Copper by Use of Radioactive Cu Tracer} J. 
BARDEEN, W. H. Bratraty, and W. SHocktey. A very thin layer of radio- 
active copper was electrolytically deposited on a copper blank. The surface 
was then oxidized in air at 1000°C for 18 minutes, giving an oxide layer with 
a thickness of 1.25 X 10-2 cm. After quenching, successive Jayers of the 
oxide were removed chemically, and the copper activity in each layer was 
measured. The observed self-diffusion of radioactive copper in the oxide 
agrees quantitatively with a theory based on the following assumptions: (a) 
The oxide grows by diffusion of vacant Cut sites from the outer surface of 
the oxide inward to the metal. (b) The concentration of vacant sites as the 
oxygen-oxide interface is independent of the’ oxide thickness, and drops 
linearly from this constant value to zero at the metal boundary. (c) Ac- 
companying the inward flow of vacant sites, there is a flow of positive elec- 
tron holes such as to maintain electrical neutrality. (d) Self-diffusion of 
copper ions takes place only by motion into vacant sites. The results give 
a fairly direct confirmation of the theory of oxidation first suggested by 
Wagner. 


A New Magnetic Material of High Permeability” O. L. Bootusy and 
R.M. Bozortu. This paper describes the preparation, heat treatment, and 
properties of supermalloy, a magnetic alloy of iron, nickel, and molybdenum. 
In the form of 0.014 in. sheet it has an initial permeability of 50,000 to 
150,000, a maximum permeability of 600,000 to 1,200,0C0, coercive force of 
0.002 to 0.005 oersted, and a hysteresis loss of less than 5 ergs/cm*/cycle at 
B = 5000. Transformer cores made of insulated 0.001 in. tape, spirally 
wound, have about the same initial permeability and a maximum permeabil- 
ity of 200,000 to 400,000. The alloy has a Curie point of 400°C and appears 
to have an order-disorder transformation temperature somewhat above 
500°C. 


Magnetoresistance and Domain Theory of Iron-Nickel Alloys? R. M. 
BozortH. Measurements of change of electrical resistivity with magneti- 
zation and with tension are reported for iron-nickel alloys containing 40 to 
100 per cent nickel. When the magnetostriction is negative (81 to 100 per 

1 Jour. of Chemical Physics, December 1946. 


2 Jour. Applied Physics, February 1947. 
3 Phys. Rev., Dec. 1 and 15, 1946. 
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cent nickel), tension (a) decreases resistivity, and magnetic field (H) in- 
creases it. Domain theory predicts the ratio ¢/H at which the resistivity 
is equal to that of the unmagnetized specimen, and the theory is accurately 
confirmed. Measurements are made in transverse as well as longitudinal 
magnetic fields, and the difference between the resistances so measured is 
shown to be independent of the distribution of domains in the unmagnetized 
state; the erratic results reported in the literature are thus explained and 
avoided. When magnetostriction is positive, the limiting changes of resis- 
tivity with field and tension are sometimes found to be different; this is 
shown to be caused by the variation of magnetostriction with crystallo- 
graphic direction. 


A Wide-Tuning-Range Microwave Oscillator Tube* JoHN W. CLARK and 
ARTHUR L. SAMUEL. This paper describes a reflex-type velocity-variation 
oscillator tube with a wide tuning range in the microwave band. The tube 
will oscillate from 2000 to 13,000 megacycles, but practical tuning considera- 
tions limit the band in any one circuit to a two-to-one frequency range. 
The problems involved in the design and a description of the various elements 
are given. 


Accelerated Ozone Weathering Test for Rubber® James CRABTREE and 
A.R. Kemp. Light-energized oxidation and cracking by atmospheric ozone 
are the agencies chiefly responsible for the deterioration of rubber outdoors. 
Since these processes are separate and distinct, it is proposed to distinguish 
between them in the evaluation of rubber for resistance to weathering. An 
accelerated test for susceptibility to atmospheric ozone cracking is discussed. 
Apparatus for conducting the test and for measurement of ozone in minute 
concentration is described in detail. 


Measurements in Communications.’ N. B. FOWLER. For convenient 
reference, some of the more common measurement units and scales used in 
communication engineering are presented in tabular form together with sup- 
plementary explanatory text. Included in the table, which also indicates 
the limitations involved, are quantities used in measuring power, volume, 
circuit noise, sound, light, radio fields, crosstalk coupling, and certain other 
transmission concepts. | | : 


An Improved 200-Mil Push-Pull Density Modulator.” J. G. FRAYNE, 
T. B. CunnincHaM and V. Paciiaruto. A completely new variable- 

4 Proc. I.R.E. and Waves and Electrons, January 1947. 

5 Indus. & Engg. Chemistry, Analytical Edition, December 1946, 


6 Electrical Engineering, February 1947. 
7 Jour. S.M.P.E., December 1946. 
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density modulator utilizing a three ribbon push-pull valve is described. 
The entire valve is sealed by the force of the Alnico V permanent magnet on 
the Permendur pole pieces. Signal is applied to the center ribbon and noise- 
reduction currents are applied to the outer ribbons. True class A push-pull 
operation is obtained from the two component single ribbon valves by the 
use of an inverter prism which aligns the modulating and noise-reduction 
edges of each aperture. . 

An anamorphote condenser lens is used to eliminate lamp filament stria- 
tions at the valve ribbon plane. An anamorphote objective lens gives a 4:1 
reduction of the valve aperture in the vertical plane at the film and a 2:1 
reduction along the length of the sound track. A meter is supplied to meas- 
ure exposure as well as setting up “‘bias.”” A photocell monitor is supplied 
and a “blooping” light for indicating synchronous start marks. 

Mathematical analysis of the exposure produced by the modulating ribbon 
is appended as well as a similar analysis of the four ribbon push-pull valve 
which the new valve supersedes. 


Factors Governing the Intelligibility of Speech Sounds.® N. R. FRENCH 
and J. C. STEINBERG. The characteristics of speech, hearing, and noise are 
discussed in relation to the recognition of speech sounds by the ear. It is 
shown that the intelligibility of these sounds is related to a quantity called 
articulation index which can be computed from the intensities of speech and 
unwanted sounds received by the ear, both as a function of frequency. 
Relationships developed for this purpose are presented. Results calculated 
from these relations are compared with the results of tests of the subjective 
effects on intelligibility of varying the intensity of the received speech, alter- 
ing its normal intensity-frequency relations and adding noise. 


Short Duration Auditory Fatigue as a Method of Classifying Hearing Im- 
pairment.2 MARK B. GARDNER. Earlier studies have classified deafness 
cases into two general groups, those having functional disorders of the middle 
ear and those having impairments resulting from atrophy of the nerve fibers 
terminatirg along the basilar membrane (conductive and nerve deafness 
types, respectively). Such classifications have been made using bone con- 
duction threshold measurements and unilateral loudness balance results as 
the basis for differentiation. Bone conduction results, however, are often 
subject to considerable error while the unilateral loudness balance technique 
can only be applied to individuals having one normal and one impaired ear. 
These limitations introduce a need for a completely independent monaural 
method of classifying deafness types. This is particularly true for the selec- 


8 Jour. Acous. Soc. Amer., January 1947. 
9 Jour. Acous. Soc. Amer., January 1947. 
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tion of candidates suitable for the fenestration operation for the restoration 
of hearing in otosclerosis (immobilized stapes). The present paper is con- 
cerned with an investigation of short time auditory fatigue as a method of 
obtaining an impairment analysis. In this study, it was found that the 
fatigue of the conductively deafened observer was similar to the normal 
observer except the onset of fatigue was shifted by the amount of the thresh- 
old loss. For the nerve deafened observer, on the other hand, the onset of 
fatigue was found to occur at normal intensity levels. The occurrence of 
excessive fatigue in one of the nerve type impairment cases investigated 
appears to offer additional information on the nature of the lesion. 


A Sampling Procedure for Design Tests of Electron Tubes (Sponsored by 
Joint Electron Tube Engineering Council). S. W. Horrocks, P. M. 
Dickerson, H. F. Dopcg,* E. R. Ott, H. G. Romic,* W. B. Rupp, J. R. 
STEEN, R. E. WarrEHAM, AND A. K. Wricut. The Committee on Sampling 
Procedure was established on July 21, 1943 as part of the Electron Tube 
Section of the Radio Manufacturers Association (RMA). The purpose of 
the Committee is to develop sampling methods and to act in an advisory 
capacity towards standardization of Sampling Procedures throughout the 
Electron Tube industry. This Committee was later embodied as a main 
Committee of the Joint Electron Tube Engineering Council of the RMA 
and NEMA. This Council was established in 1945 to handle all engineering 
matters for the Electron Tube industry for both trade associations, Radio 
Mar.ufacturers Association and National Electrical Manufacturers Asso- 
ciation. 

One of the earliest projects handled by the Committee was the develop- 
ment of a statistically sound sampling inspection procedure for so-called 
“design tests” of electron tubes. In general, design tests relate to character- 
istics that are normally quite stable and are relatively less important to the 
consumer. The nature of these tests is such that only relatively small 
samples are practicable. The Joint Army-Navy Specification JAN-1A 
incorporated a samplirg plan for design tests allowing (1) not more than 10% 
of the sample tubes to contain design test defects of any one kind and (2) 
not more than 20% of the sample tubes to contain design test defects of any 
kind. Because of the extremely wide range in lot sizes for different classes 
of electron tubes, such a simplified sampling plan was in effect too strict for 
_ small lot sizes and too liberal for large lot sizes. Moreover, no distinction 
was made in the relative seriousness of different kinds of design test defects. 
The Committee accordingly set about to prepare a sampling inspection plan 
that would be relatively free of these faults. The new procedure covers all 


10 Industrial Quality Control, November 1946. 
* Of Bell Tel. Labs. 
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aspects of the acceptance problem and provides an operationally definite 
criterion for reducing inspection for a product whose quality is regularly well 
controlled within the intent of the specification. 

‘The procedure developed by the Committee was approved by J.E.T.E.C. 
(Joint Electron Tube Engineering Council), was approved by the JAN 
Committee in September 1945, and is reproduced in full in this article. It 
will be noted that the procedure provides for two Acceptable Quality Levels 
(AQL), namely 6% defective and 3% defective for individual design test 
characteristics. Each design test of a particular type of electron tube is 
classified as either a Standard Design Test with an AQL = 6% or a Special 
Design Test with an AQL = 3%. For any design test, if product sub- 
mitted for inspection has quality equal to the AQL, the chances of acceptance . 
are of the order of 94 to 98 out of 100. If quality runs consistently better 
than the AQL, reduced inspection is permitted, thus serving as an incentive 
for the manufacturer to strive for better quality. The operating characteris- 
tics of the sampling plans involved are appended to this article and show the 
degree to which the plans will discriminate for various levels for submitted 
quality. 


Resonant Circuit Modulator for Broad Band Acoustic Measurements. 
Gorpon Ferrie HULL, Jr.* A modulation method is described whereby 
a broad band frequency response is obtained for recording of sound. In 
particular low frequency sound approaching zero c.p.s. can be recorded. 
The theory of the resonant circuit modulating principle is first discussed 
followed by a description of the apparatus which was constructed for this 
purpose. 


Quality Reporting—Putting Inspection Results to Work. WHarotD R. 
KELLOGG. Quality reporting is an integral part of the general inspection 
problem. - It cannot be divorced from the logic and aims of an overall inspec- 
tion program. A discussion of quality reporting should therefore include 
consideration of (1) inspection procedures, including the collection of data; 
(2) appraisal of the data; (3) reporting and publicizing results. This out-. 
lines the program as it is discussed in this paper. 


Properties of Monoclinic Crystals°3 W.P. Mason. Two crystals of the 
monoclinic sphenoidal class have been found which have modes of vibration 
with zero temperature coefficients of frequency, and this property together 

Jour. Applied Physics, December 1946. -_ 

* This research was carried out while the author was a member of the Technical Staff 
of the Bell Telephone Laboratories, Inc., Murray Hill, New Jersey. 


2 Industrial Quality Control, November 1946. 
13 Phys. Rev., Nov. 1 and 15, 1946. 
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with the high electromechanical coupling and the high Q’s make it appear 
probable that these crystals may have considerable use as a substitute for 
quartz which is difficult to obtain in large sizes. These crystals are ethylene 
diamine tartrate (CsHyN:Os) and dipotassium tartrate (K»C4H,Oc¢, $H:0). 
Complete measurements of the elastic, piezoelectric, and dielectric constants 
of the dipotassium tartrate (DKT) crystal are given in this paper. The 
crystal has 4 dielectric constants, 8 piezoelectric constants, and 13 elastic 
constants. A discussion is given in the appendix of the method of measuring 
these constants by the use of 18 properly oriented crystals. 


An Acoustic Constant of Enclosed Spaces Correlatable with Their Apparent 
Liveness.* J. P. MAXFIELD and W. J. ALBERSHEIM. An acoustic constant 
called liveness is derived, which constant is correlatable with the acoustic 
properties of the enclosed space and with the distance between the sound 
source and the listener. This constant represents the ratio of a time integral 
of the energy density of the reverberant sound to the unintegrated energy 
density of the direct sound. The validity of this constant is substantiated 
by empirical data. Certain subjective effects of monaurally reproduced 
sounds as a function of the liveness of its pick-up conditions are briefly 
discussed. 


Directional Couplers#® W.W.Mumrorp. The directional coupler is a 
device which samples separately the direct and the reflected waves in a 
transmission line. A simple theory of its operation is derived. Design data 
and operating characteristics for a typical unit are presented. Several appli- 
cations which utilize the directional coupler are discussed. 


Theory of the Beam-Type Traveling-Wave Tube.® J. R. Prerce. The 
small-signal theory of the beam traveling-wave tube has been worked out. 
The equations predict three forward waves, one increasing and two attenu- 
ated, and one backward wave which is little affected by the electron stream. 
The waves are partly electromagnetic and partly disturbance in the electron 
stream. ‘The dependence of the wave propagation coefficients on voltage, 
current, circuit loss, and the other properties of the transmission mode which 
propagates energy and the|! cut-off transmission modes is given. Expres- 
sions for gain and noise figure and an estimate of power output are given. 
Appendix A gives an expression for the field in a uniform transmission system 
due to impressed current (as, of an electron stream) in terms of the para- 
meters of the transmission modes. Appendix B calculates the propagation 

4 Jour. Acous. Soc. Amer., January,1947. 


18 Proc. ILR.E., February 1947. 
16 Proc. I.R.E., February 1947. 
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constant and the field for unit power flow for the gravest mode of helical 
transmission system. | 


Traveling-Wave Tubes.” J. R. Prerce and L. M. Fieip. Very-broad- 
band amplification can be achieved by use of a traveling-wave type of circuit 
rather than the resonant circuit commonly employed in amplifiers. An 
amplifier has been built in which an electron beam traveling with about 1/13 
the speed of light is shot through a helical transmission line with about the 
same velocity of propagation. Amplification was obtained over a band- 
width 800 megacycles between 3-decibel points. The gain was 23 decibels 
at a center-band frequency of 3600 megacycles. 7 


Attenuation of Forced Drainage Effects on Long Uniform Structures.'® 
ROBERT Pope. When forced drainage is applied to an underground metallic 
structure to provide cathodic protection, the greatest effects on the structure 

‘and earth potentials occur in the vicinity of the drainage point and anode. 
These effects taper off as the distance from the drainage point increases and _ 
even in the relatively simple case of a long, uniform structure, the manner in 
which these effects taper off or attenuate is quite complex. However, by 
making a few justifiable assumptions, relatively simple equations are devel- 
oped which provide sufficiently accurate results in most practical cases. 
Furthermore, the simple equations bring out more clearly the relative im- 
portance of the various factors involved than do the more rigorous equations. 
The approximate equations have been used with fair success in predicting 
the effects of drainage on underground telephone cables in conduit and on 
buried coated cables. They should apply quite accurately to coated pipes, 
and there are examples of reasonably good application on some bare pipes. 

The soil and structure characteristics which enter into the equations are 
discussed, and the units used established. 


Alkaline Earth Porcelains Possessing Low Dielectric Loss}® M.D. Ric- 
TERINK and R. O. Grispate. Alkaline earth porcelains have been prepared 
from mixtures of clay, flint, and synthetic fluxes consisting of clay calcined 
with at least three alkaline earth oxides. These porcelains possess excellent 
dielectric properties, have low coefficients of thermal expansion, are white, 
and are especially valuable as bases for deposited carbon resistors for which 
they were developed. Their characteristics make it probable that other uses . 
will be found for materials of this type. 

An illustrative composition is 50.0% Florida kaolin, 15.0% flint (325 

7 Proc. I.R.E., February 1947. 


18 Corrosion, December 1946. 
19 Jour. Amer. Ceramic Soc., March 1, 1947. 
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mesh), 35.0% calcine (200 mesh). The composition of the calcine is 40.0% 
Florida kaolin, 15.0% MgCOs, 15.0% CaCOs, 15.0% SrCOsz, 15.0% BaCOs, 
calcined at 1200°C. The electrical properties of this body at 1 mc. are Q at 
25°C, 2160; Q at 250°C, 280; Q at 350°C, 90; specific resistance at 150°C, 
1018-5 ohm-cm, and at 300°C, 10%? ohm-cm. 


A Coaxial-T ype Water Load and Associated Power-Measuring Apparatus. 
R. C. SHaw and R. J. Krrcuer. This paper presents a description of a 
coaxial-type water load and associated equipment suitable for measuring 
peak pulse powers of the order of a megawatt. Water-cell loads have been 
designed to operate at wavelengths of from 10 to 40 centimeters, where the 
average dissipation is of the order of 3CO watts. Ordinary tap water is used 
in the load to dissipate the radio-frequency power. 


The Ammonia Spectrum and Line Shapes Near 1.25-cm Wave-Length.” 
Cuartes Harp Townes. The ammonia “inversion” lines near 1.25-cm 
wave-length are resolved, their widths being decreased at low pressures to 
2C0 kilocycles. Line shapes, intensities, and frequencies are measured and 
correlated with theory. Calculated intensities and Lorentz-type broadening 
theory fit experimental results if frequency of collision is fifteen times greater 
than that measured by viscosity methods. Splitting due to rotation is in 
fair agreement with a recalculation of theoretical values. A saturation effect 
is observed with increase of power absorbed per molecule and an interpreta- 
tion made. 


Non-Uniform Transmission Lines and Reflection Coefficients” L. R. 
WALKER and N. Wax. A first-order differential equation for the voltage — 
reflection coefficient of a non-uniform line is obtained and it is shown how 
this equation may be used to calculate the resonant wave-lengths of tapered 
lines. 


Temperature Coefficient of Ultrasonic Velocity in Solutions® G. W. 
WILLARD. Extensive measurements have been made, at ten megacycles, of 
the temperature dependence of ultrasonic velocity in liquids and liquid mix- 
tures. All single liquids tested, except water, were found to have large 
negative temperature-coefficients in the temperature range of zero to 80°C. 
Water has a large positive coefficient at room temperature, decreasing to 
zero at 74°C and then becoming negative (with a peak velocity of 1557 

20 Proc. I.R.E. and Waves and Electrons, January 1947. 

21 Phys. Rev., Nov. 1 and 15, 1946. 


22 Jour. A pplied Physics, December 1946. 
23 Jour. Acous. Soc: Amer., January 1947. 
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- meters/sec). Solutions in water of various other liquids (and of some solids) 
give parabolic velocity vs. temperature curves like that for water but with the 
peak velocity and peak temperature values shifting with the concentration 
of the solution. In general increasing the concentration raises the peak 
velocity slightly and lowers the peak temperature markedly from the values 
for water alone. It has also been found possible by compounding three- 
component solutions to adjust the values of the peak velocity and peak 
temperature independently within a narrow range of velocities and a wide 
range of temperatures. _ 


Measurements of Ultrasonic Absorption and Velocity in Liquid Mixtures.” 
IT. H. Writu1s. The absorption (a) and velocity (V) of sound in liquid 
mixtures were measured at four frequencies (v) in the range 3.8 to 19.2 mc, 
using the Debye-Sears-Lucas-Biquard optical technique improved by the 
addition of a differential photoelectric cell indicator. This improvement 
permitted the use of lower sound intensities together with a wider sound 
beam than in the visual extinction method, thus improving conditions with 
respect to cavitation and beam distortion. In the mixtures investigated, 
a/v? was found to be independent of frequency within the accuracy of the 
method, and there was no measurable dispersion of acoustic velocity. An 
absorption peak at intermediate concentrations not shifting with frequency 
was found in mixtures of acetone and water, and of ethyl alcohol and water, 
but was not in evidence in mixtures of acetone and ethyl alcohol, and of 
glycerol and water. The absorption peaks await theoretica] explanation. 


Measuring Inter-Electrode Capacitances.> C.H. Younc. New bridge, 
developed for measurement of extremely small values in high frequency 
tubes, useful to two-billionths of a microfarad. 


2 Jour. Acous. Soc. Amer., January 1947, 
% Tele-Tech, February 1947. 
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